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Divisional  Health  Office 
and  Central  Clinic, 
9 High  Street, 
SKIPTON. 

Tel;  Skipton  2438  (3  lines). 


To:  The  Chairman  and  Members 
of  the  Health  Committee, 

Mr,  Chairman,  Ladies  and  Gentlemen, 


I have  the  honour  to  present  for 

your  consideration  my  Annrial  Report  for  1968.  As  is  customary,  the  report 
includes  details  of  the  services  provided  by  the  West  Riding  County 
Council,  thus  giving  a comprehensive  view  of  all  activities  within  the 
No.  1,  Health  Division, 

The  narrative  and  statistics  will 

show  that  all  our  programmes  have  been  maintained,  despite  a shortage  of 
money  and  difficulties  in  recruiting  staff,  in  a department  which  has 
grown  out  of  all  recognition .since  I came  to  Skipton  in  1948  to  organise 
the  health  services  on  divisional  lines.  How  long  these  lines  will 
continue  is  a subject  for  speculation  for  the  recently  published  report 
of  the  Seebohm  Committee  (on  the  reorganisation  of  the  Social  Services), 
and  the  Ministry  of  Health’s  'Green  Paper’  (with  it*s  suggestions  that 
all  services  concerned  with  health  should  come  under  area  boards) 
envisage  radical  clianges  in  organisation.  They  will  soon  be  followed  by 
proposals  for  the  complete  reorganisation  of  local  government,  and  reports 
like  this  may  soon  be  a thing  of  the  past. 

It  is  therefore  important  that  I 

should  express  my  indebtedness  to  the  public  health  inspectors 5 the  chief 
officers  of  other  departments,  the  hospital  staffs,  family  doctors  and 
teachers  for  their  co-operation  in  many  aspects  of  our  work.  And  again 
thank  the  members  of  the  eight  Councils  for  their  advice,  interest,  and 
confidence. 


I am. 

Yours  faithfully, 

M.  HUNTER. 

Medical  Cfficer  of  Health  and 
Divisioral  Medical  Cfficer, 
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SECTION  A 

STATISTICAL  Sm-lMlY 

TABLE  1 


District: 

Area  in  Acres: 

Estima  ted 

Births: 

Deaths : 

Ponulation: 

Ba  molds  id  ck 

2,764 

10,060 

145 

148 

Earby 

3,519 

5,010 

70 

78 

Silsden 

7,101 

5,670 

69 

83 

Skipton  U.D. 

4,211 

13,040 

192 

195 

Bow  land 

83,327 

4,880 

84 

67 

Sedbergh 

52,674 

3,770 

46 

46 

Settle 

152,087 

13,830 

212 

158 

Skipton  R.D. 

146,071 

24,300 

389 

378 

451,754 

80,560 

1,207 

1,153 

TABIE  II 

District: 

Deaths  under 

Still- 

f'fe.ternal 

one  year: 

births: 

Deaths : 

Bar no Ids wick 

1 

1 

- 

Earby 

2 

- 

- 

Silsden 

2 

1 

- 

Skipton  U.D. 

2 

2 

- 

Bowland 

1 

1 

Sedbergh 

- 

- 

- 

Settle 

2 

5 

- 

Skipton  R.D. 

5 

9 

15 


19 
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TABIE  III 

CAUSES  OF  DEATH  IN  THE  GPuAVEN  DIVI3I0M  196B 


DISEASE:  MALES:  FEMriLES ; TOTAL 


Other  Tuberculosis  including  late  effects: 

1 

1 

2 

Enteritis  and  other  diarrhoeal  diseases: 

- 

1 

1 

Malignant  neoplasm,  stomach: 

11 

14 

25 

Malignant  neoplasm,  lung,  bronchus: 

38 

1 

39 

Malignant  neoplasm,  breast; 

- 

12 

12 

Malignant  neoplasm,  uterus; 

- 

6 

6 

Leukaemia : 

Other  malignant  neoplasms,  including  neoplasms 

6 

3 

9 

of  lymphatic  and  haematopoietic  tissue: 

Benign  neoplasms  and  neoplasms  of  unspecified 

42 

55 

97 

nature : 

1 

2 

3 

Diabetes  mellitus: 

6 

4 

10 

Avitaminoses  and  other  nutritional  deficiency; 
Other  endocrine,  nutritional  and  metabolic 

— 

1 

1 

diseases; 

1 

1 

2 

Anaemias: 

2 

3 

5 

Mental  Disorders: 

— 

2 

2 

Meningitis: 

Other  diseases  of  nervous  system  and 

2 

1 

3 

sense  organs: 

4 

5 

9 

Chronic  rheimiatic  heart  disease : 

3 

8 

11 

Hypertensive  disease: 

20 

21 

41 

Ischaemic  heart  disease: 

167 

120 

287 

Other  foms  of  heart  disease; 

25 

41 

66 

Cerebrovascular  disease: 

94 

129 

223 

Other  diseases  of  the  circulatory  system; 

30 

15 

45 

Influenza: 

3 

6 

9 

Pneumonia : 

22 

31 

53 

Bronchitis,  Emphysema; 

35 

15 

50 

Asthma; 

1 

2 

3 

Other  diseases  of  the  respiratory  system: 

9 

8 

17 

Peptic  ulcer: 

2 

5 

7 

Intestinal  obstruction.  Hernia; 

2 

1 

3 

Cirrhosis  of  liver: 

1 

1 

2 

Other  diseases  of  digestive  system: 

6 

7 

13 

Nephritis  and  nephrosis: 

5 

3 

8 

Hyperplasia  of  prostate : 

4 

- 

4 

Other  diseases  of  the  genitourinary  system: 

2 

4 

6 

Diseases  of  skin  and  subcutaneous  tissue: 

Diseases  of  the  musculoskeletal  system 

— 

1 

1 

and  connective  tissues: 

3 

1 

4 

Congenital  anomalies; 

Birth  injury,  difficult  labour,  and  other 

7 

2 

9 

anoxic  and  hypoxic  conditions: 

— 

1 

1 

Other  causes  of  perinatal  mortality: 

3 

3 

6 

Symptoms  and  ill-defined  conditions: 

4 

6 

10 

Motor  vehicle  accidents: 

5 

3 

8 

All  other  accidents: 

9 

17 

26 

Suicide  and  self-inflicted  injuries: 

5 

4 

9 

All  other  exterml  ca,uses: 

2 

2 

5 

Total: 

584 

569 

1,153 
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COM^'IENTARY  ON  VITAL  STATISTICS : 


BIRTHS ; 

After  adjustment  for  inward  and  outward  transferable  births  a net 
total  of  1,207  occurred  during  the  year.  The  adjusted  live  birth 
rate  per  thousand  of  population  is,  therefore,  14,3  compared  with 
14. 14*8  and  15,1  in  the  three  preceding  years.  The  rates  for 
the  West  Riding  Administrative  County  and  England  and  Wales  in 
1968  were  respectively,  17,6  and  16, 9|  illegitimate  births  numbered 
73  which  is  not  surprising  when  the  illegitimate  birth  rate  for 
England  and  Wales  has  almost  doubled  in  the  past  ten  years. 

The  still-births  after  adjustment  for  transfer  nmbered  19.  This 
gives  a still-birth  rate  per  1,000  live  and  still-births  of  15.5 
compared  with  14.3  for  the  Administrative  County,  and  14.3  for 
England  and  Wales, 


DEATHS ; 

After  correction  for  inward  and  outward  transferable  deaths,  the 
net  total  deaths  in  and  assigned  to  the  Division  was  1,153.  The 
adjusted  death  rate  per  thousand  of  population  is,  therefore,  14.3 
compared  with  figures  of  11,6  for  the  Administrative  County  and 
11.9  for  England  and  Wales. 

Deaths  from  lung  cancer  numbered  39  compared  with  27,  40,  44>  46, 
30,  27,  40  and  24  in  the  eight  preceding  years. 


INFANT IIE  MORTALITY; 

After  correction  for  transferable  deaths  there  were  15  deaths  of 
infants  under  one  year  of  age.  This  is  a death  rate  per  thousand 
live  births  of  12.4  compared  with  rates  of  21.0,  18.6,  19.8,  20.9 
and  17.5  in  the  five  preceding  years. 

The  rates  in  1968  for  the  Administrative  County  and  England  and 
Ifeles  were  respectively  18.5  and  18.3.  Of  the  15  deaths  9 were 
attributable  to  congenital  anomalies,  1 to  pneumonia  and  5 to 
various  other  diseases. 


MATERNAL  MORTALITY; 


There  were  no  maternal  deaths  in  1968, 
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SECTION  3 


GENEK^L  PROVISION  OF  HEALTH  SERVICES 

FOR  THE  AREA 


1.  HOSPITAL  SERVICES; 

As  the  new660bed  Airedale  General  Hospital  should  be  open  at  Eastburn 
in  1969  this  is  an  appropriate  place  to  comment  on  it's  provisions. 

In  terms  of  bed  allocations  they  are  as  follows 


Specialty!  No, 

of  Beds: 

Beds  per  1,000  pop. 

General  Medicine 

(incl.  Dermatology,  V, D,  and 

Diseases  of  the  Chest): 

115 

0.77 

General  Surgery: 

90 

0,6 

Accident  and  Emergency: 

45 

0.3 

Orthopaedic  Surgery: 

16 

0.11 

Gynaecology; 

30 

0,2 

Children’s  Unit: 

Paediatrics: 

20  ) 

General  Surgery  and) 

) 

0,27 

Orthopaedic  Surgery): 

20  ) 

Section  5: 

15 

0,1 

Isolation: 

12 

0.08 

Maternity: 

Consultant: 

68 

G.Pi 

30 

Special  Care  Babies: 

15 

Geriatrics : 

120 

2.2 

Mental  Illness; 

64 

0.43 

This  hospital  will  be  one  of  the  most  up-to-date  in  the  country,  and 
at  least  100,000  people  in  the  most  populous  parts  of  Craven  will  be 
within  a ten  mile  radius  of  it.  Outside  that  radius  are  Rowland, 
which  already  uses  the  Burnley  and  Blackburn  hospitals;  And  the 
Ingleton,  Bentham  and  Sedbergh  areas  which  use  the  Lancaster  and 
Kendal  hospitals.  ’The  Airedale’  will  have  beds  for  all  types  of 
mental  illness;  psychiatric  and  geriatric  day  hospitals;  accommodation 
for  the  overnight  stay  of  relatives,  and  the  mothers  of  sick  children. 
The  isolation  ward  means  the  end  of  the  old  fever  hospital  as  a 
separate  entity,  which  is  surely  a mark  of  the  times.  And  the  G.P. 
maternity  accommodation  will  have  consultant  cover  available  as  both 
types  of  bed  will  be  in  the  same  block.  This  again,  is  in  line  with 
modern  practice. 
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The  Airedale  General  V7ill  also  be  a training  school  for  State  Registered 
Nurses,  which  is  something  which  has  not  existed  in  these  parts  for 
many  years.  And  last,  but  not  least,  it  will  have  a departm.ent  of 
Community  Medicine,  which  should  go  a long  way  towards  integrating  the 
various  parts  of  the  health  service,  and  making  the  most  of  the 
available  staff,  VJhat  it  will  not  have  is  facilities  for  specialised 
surgery  - e.g.  - Eyes,  E.N.T.,  Brain,  and  Heart.  These  are  essentially 
regional  specialities,  to  be  dealt  vjith  at  Bradford  or  Leeds, 

There  is  a final  point  which  requires  mention  under  this  heading,  and 
it  concerns  the  Accident  and  Emergency  Services  which  received  a lot 
of  publicity  during  the  year.  It  arose  from  the  mistaken  belief  that 
a general  hospital  can,  by  definition,  give  every  sort  of  treatment. 
Nothing  could  be  further  from  the  truth,  particularly  in  Sld.pton  where 
the  service  depends  entirely  on  G.P.  clinical  assistants  who  cannot 
guarantee  to  be  at  the  hospital  in  less  than  two  hours  once  they  have 
finished  the  morning  clinic.  Furthermore  a full  range  of  treatment 
cannot  be  given  by  one,  or  even  two  doctors  these  days.  Inadequate 
casualty  departments  must  be  closed  in  the  patients  o\m  interest,  and 
facilities  concentrated  in  major  accident  departments.  If  it  causes 
some  inconvenience  it  is  a small  price  to  pay  for  saving  a life  or 
the  function  of  a limb.  Minor  injuries  should  be  treated  by  general 
practitioners,  for  which  they  are  paid  inder  the  terms  of  their 
contracts  with  the  Executive  Council, 


2,  LABORATORY  SERVICES; 

The  examination  of  milk,  ice-cream,  viatev  and  other  foods'  is  undertaken  by 
the  Public  Health  laboratories  at  Preston,  Bradford  and  Wakefield, 

They  also  examine  many  sorts  of  pathological  specimen,  and  provide 
an  excellent  service  including  consultation  with  the  directors. 


3.  TREATMENT  CENTRES  AND  CLINICS; 

The  County  Council  provides  clinics  for  Child  Health,  Physiotherapy, 
Relaxation  and  Mothercraft,  Speech  Therapy,  Child  Guidance,  Cervical 
Cytology,  and  Dental  Treatment,  Details  and  attendances  are  given  in 
Section  F,  The  Regional  Hospital  Board  provides  a clinic  for  the 
diagnosis  and  treatment  of  tuberculosis  and  the  supervision  of 
contacts.  This  is  at  Skipton  Hospital  where  the  health  visitors 
staff  the  clinic,  and  in  this  and  other  ways  maintain  a close  liaison 
with  the  Chest  Physician,  The  Board  also  provides  a Venereal 
Diseases  Clinic  at  Keighley^  there  are  similar  clinics  at  Burnley 
and  lancaster,  Skipton  Hospital  has  a full  range  of  medical  and 
surgical  clinics,  including  paediatrics,  radiotherapy,  dermatological, 
and  psychiatric. 

The  Family  Planning  Association  holds  a clinic  at  Skipton  Hospital  on 
Wednesday  evenings.  This  is  long  established  and  provides  all  forms 
of  contraceptive  advice.  Similar  clinics  are  held  at  Kendal  and 
Lancaster,  but  there  is  a large  area  between  where  a service  should 
be  organised  either  by  the  F.P.A.  or  the  Local  Health  Authority, 

Mention  has  been  made  in  the  last  two  reports  of  the  Cervical 
Cytology  Clinics  started  in  this  Division  in  January,  1966.  Since 
then  4j988  women  'nave  attended  to  have  cells  taken  from  the  neck  of 
the  womb  for  the  detection  of  early  cancer;  And  to  be  instructed  in 
self-examination  of  the  breast,  again  for  the  early  detection  of  cancer. 


8 


During  the  past  three  years  50  women  ha.ve  been  found  with  cancer  of 
the  cervixj  and  117  women  vdth  breast  abnoraialities  have  been  referred 
to  their  doctors, 

A new  system  of  inviting  women  to  these  clinics  liras  developed  during 
the  year,  for  when  it  appeared  that  most  of  those  who  wanted  it,  or 
could  be  persuaded,  had  had  the  test  it  was  necessary  to  make  a 
different  approach  to  the  remainder.  This  was  done  by  sending  them 
an  invitation  under  the  signature  of  their  family  doctor,  and  the 
response  has  been  good  varying  from  30  per  cent  to  58  per  cent  in  the 
practices  dealt  with  so  far.  It  could  have  been  much  better,  and 
there  is  obviously  a lot  to  be  done  in  educating  the  middle  aged  to 
the  belief  that  early  cancer  is  curable,  Fear  of  a diagnosis  is 
still  preventing  large  numbers  of  women  from  attending  these  clinics. 


4,  DOMICILIARY  SERVICES; 

The  provision  of  home  nurses,  midwives,  health  visitors  and  home 
helps  is  the  responsibility  of  the  County  Council,  Details  are  given 
in  Section  F, 


5,  I'ELFARE  SERVICES; 

As  it  is  some  years  since  a description  of  these  services  was  given 
I am  including  an  up-to-date  report  from  Mr.  T.N,  Page,  the  Divisional 
Welfare  Officer  in  the  belief  that  readers  will  find  this  of  interest;- 

The  Welfare  Department  of  the  County  Council  is  responsible  for  the 
administration  of  services  provided  under  the  provisions  of  the 
National  Assistance  Act,  1948  and  subsequent  amending  legislation. 

Welfare  Division  1 covers  the  Urban  Districts  of  Skipton,  Barnoldswick, 
Earby  and  Silsden  and  the  Rural  Districts  of  Sedbergh,  Bowland,  Settle 
and  Skipton,  (1961  Census  - Population  81,222,  Acreage  451,754)* 

The  Divisional  Welfare  Office  is  at  Aireviev/  House,  Broughton  Road, 
Skipton  (Tel;  2501)  with  a District  Welfare  Office  at  Castle  Hill, 
Settle  (Tel;  2282), 

(a ) lELFARE  OF  THE  AGED; 

County  Council  Old  People’s  Homes  in  the  Division; 

Farfield  Hall,  Addingham;  30  residents  (mixed), 

Neville  House,  Gargrave;  34  residents  (mixed). 

The  Shroggs,  Steeton;  20  residents  (women). 

Private  Homes  registered  by  the  County  Council ; 

Hartrigg  House,  Buckden:  Registered  for  10  residents. 

Beech  Grove,  Sutton;  Registered  for  12  residents. 

Warden  Schemes; 

The  County  Council  contribute  to  the  cost  of  welfare  services 
in  special  housing  accomraode.tion  provided  by  District  Councils 
where  a Warden  Scheme  is  in  operation.  Details  are;- 
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Sedbergh  Rural  District; 
Settle  Rural  District: 
Skipton  Rural  District; 


Skipton  Urban  District; 
Barnoldswick  Urban  District; 

Earby  Urban  District; 

Silsden  Urban  District: 


48  units  of  accommodation, 

28  units  at  Ingleton, 

36  units  at  Glusburn, 

14  units  at  Cononley, 

30  units  at  Gargrave, 

22  units  at  Addingiiam, 

37  units  at  Sutton-in-Craven, 
20  units  at  Farnhill  (not 

yet  operative), 

28  units  at  Nevcnarket  Street, 
25  units  at  Princes  Drive, 

31  units  at  Coates, 

20  "units  at  Hollins  Court, 

17  units  at  Pendle  Court, 

21  units  at  Linden  Court, 

16  units  at  Valley  Road, 

34  units  at  Dradishax^^  Road 
Estate, 

427 


The  County  Council  also  meet  the  cost  of  Warden  schemes  provided 
by  housing  authorities  for  elderly  or  handicapped  persons  living 
in  privately  owned  or  rented  houses.  There  are  three  such 
Wardens  in  the  Skipton  Urban  District,  three  in  Barnoldswick 
Urban  District  and  one  in  Skipton  Rural  District  covering 
Cross  Hills,  Sutton  and  Glusburn, 

The  County  Council  also  contribute  towcirds  the  cost  of  welfare 
services  provided  by  the  Staincliffe  Housing  Association, 


Visitation: 

In  addition  to  the  regular  visitation  and  supervision  exercised 
by  the  Wardens  who  are  employed  by  the  Housing  Authorities  a 
number  of  elderly  people  are  also  visited  by  field  staff  of  the 
VJelfare  Department, 

(b)  WELFARE  OF  THE  BLroP; 

There  are  152  registered  blind  and  67  registered  partially- 
sighted  persons  in  the  Division,  The  Social  Welfare  Officer  of 
the  Blind  stationed  at  Settle  covers  the  Sedbergh,  Bovrland  and 
Settle  Rural  Districts  and  the  Barnoldsv;ick  Urban  District.  The 
Social  Welfare  Officer  of  the  Blind  stationed  at  Skipton  covers 
the  remainder  of  the  Division,  These  ladies  give  instiaiction 
in  Braille,  Moon  and  handicrafts  and  pay  regular  domiciliaiy 
visits, 

j-Iandicraft  and  Socia.l  Centres; 


These  are  in  operation  as 

Settle : 

Skipton: 


i'ollows;- 


First  Thursday  in  every  month. 
Handicraft  Centre  weekly  on  Monday 
afternoon.  Social  Centre  second  and 
fourth  Tuesday  afternoon  each  month, 
Barnoldsv/ick;  Weekly,  Monday  11,0  a.m,  to  3*30  p,m, 

Keighley (for  South  Craven); First  and  third  Tuesday  afternoon  each 

month. 
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Handicraft  and  Social  Centres  Gontd; 

Otley  (for  Addingham  & 

Bolton  Abbey):  Social  Centre  - Tuesday  afternoon. 

Handicraft  Centre  - Thursday  afternoon, 

(c)  T'ELFARE  services  for  the  physically  HANDICAPPED; 


There  are  397  registered  handicapped  persons  on  the  live  register. 
Of  these  176  are  receiving  handicraft  instruction  from  the  two 
Handicraft  Instructresses.  Many  of  these  handicapped  persons 
are  provided  with  domestic  aids  (in  most  cases  on  loan)  to  assist 
them  to  cope  with  bathing,  eating,  toilet  facilities  etc.  In 
many  cases  the  Welfare  Department  have  assisted  in  adaptations 
to  homes  by  the  provision  of  hand-rails,  ramps  and  other  devices 
to  enable  the  handicapped  to  lead  fuller  lives. 

Handicraft  and  Social  Centres; 

These  are  in  operation  as  follows 

Settle;  Fortnightly  on  Friday  afternoon, 

Skipton;  Weekly  on  Tuesday  afternoon, 

Barnoldswick;  Weekly  on  Monday  11,0  a,m,  to  3.30  p,m. 

The  Centre  at  Barnoldswick  is  integrated  with  the  Blind  and  a 
mid-day  meal  is  provided  through  the  Meals-on-VJheels  Service, 

(d)  l-ELFARE  OF  THE  DEAF; 

This  specialised  service  is  operated  by  Voluntary  agencies  on 
behalf  of  the  County  Council,  Barnoldswick,  Earby,  Bowland,  Settle 
and  Sedbergh  are  covered  by  the  North  and  East  Lancashire  Welfare 
Association  for  the  Deaf  and  the  rest  of  the  Division  by  the 
Keighley  Mission, 

A Hard  of  Hearing  Club  moots  at  Skipton  each  Wednesday  evening. 

(e)  VOLUNTARY  ORGANISATIONS; 

The  Welfare  Department  co-operate  closely  with  voluntary 
organisations  and  Meals-on-Wheels  schemes  have  been  in  operation 
for  a number  of  years  in  15  towns  and  villages  in  the  Division, 

A similar  scheme  will  be  starting  at  Addingham  shortly.  The 
County  Council  provide  the  necessary  equipment  and  the  cost  of 
the  meal  other  than  Is,  Od,  paid  by  the  recipient.  Transport  is 
provided  by  the  Voluntary  Organisations  concerned,  in  one  or  two 
cases  with  financial  help  provided  by  the  District  Council, 

The  Sedbergh,  Bowland  and  Settle  Blind  Persons  Welfare  Committee 
look  after  the  interests  of  the  Blind  and  Partially-sighted  in 
the  northern  part  of  the  Division  and  the  Keighley  and  District 
Association  for  the  Blind  do  the  same  in  the  southern  part. 

The  County  Council  have  also  provided  furniture  and  equipment  on 
loan  to  Rest  Centres  and  Clubs  for  the  elderly, 

(f)  PROBLEM  FA.iILIES; 

Between  30  and  40  cases  are  referred  each  year  to  the  Welfare 
Department  by  Housing  Authorities  and  other  agencies  where  tenants 
with  children  are  in  arrears  with  rent  to  an  extent  which  might 
endanger  the  continued  occupation  of  the  council  house  or  private 
accommodation  and  the  action  taken  usually  results  in  a satis- 
factory outcome,  often  at  the  expenditure  of  considerable  time  and 
effort. 
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6,  NATIONAL  ASSISTMGE  ACTS,  1948  and  1951s 

These  Acts  provide  for  the  removal  to  hospital  or  other  suitable  p]a.ce 
of  persons  who  - 

(a)  are  suffering  from  grave,  chronic  disease,  or  being  aged  or 
physically  incapacitated,  are  living  in  insanitary  conditions 
and  - 

(b)  are  unable  to  devote  to  themselves  and  are  not  receiving  from 
other  persons,  proper  care  and  attention. 

It  was  necessary  to  take  action  under  these  Acts  on  one  occasion  during 
the  year  when  all  efforts  to  persmde  an  85  year  old  lady  to  leave  her 
almshouse  had  failed.  But  she  could  not  be  nursed  there,  nor  left  to 
die.  So  the  was  faced  with  the  urgent  and  necessary  but  never- 

theless sad  task  of  organising  her  compulsory  removal  to  hospital, 
where  she  died  within  a week. 


7.  NUCLEAR  RADIATION  FIAZARDS; 

This  item  first  came  into  the  Annual  Report  following  trouble  at  the 
Windscale  Atomic  Energy  Plant  in  CTvnberland,  when  radio-active  iodine 
was  released.  That  was  several  years  ago  and  there  has  been  no 
recurrence.  But  the  Government  continues  to  watch  the  radio-activity 
in  the  atmosphere,  water,  soil,  hunan  bones,  farm  animals,  herbage 
and  milk  by  means  of  complicated  and  highly  refined  radio- chemical 
analysis.  So  far  as  air  pollution  is  concerned,  concentrations  of 
Strontium  90  and  Caesium  137  were  the  same  as  in  1967  instead  of 
continuing  to  fall,  because  the  Chinese  hold  two  test  explosions  in 
that  year. 


8,  CLEAN  AIR; 

The  following  extract  from  the  Annual  R-eport  of  the  Chief  Medical 
Officer  of  the  Ministry  of  Health  for  1967  summarises  the  present 
position  very  well.  It  runs  as  follows :- 

"The  British  policy  on  clean  air  is  essentially  a practical  one. 
Epidemiological  studies  liave  indicated  that  the  burning  of  coal  is 
the  principal  hazard  to  health  and  the  first  priority  must  therefore 
continue  to  be  the  reduction  of  smoke  in  the  most  heavily  polluted 
towns,  the  black  areas,  by  an  energetic  smoke  control  programme. 

Sulphur  dioxide  is  a more  difficult  pollutant  to  deal  v/ith;  by 
itself  in  the  concentrations  found  in  the  ambient  air,  it  lias  so  far 
not  been  found  to  have  a harmful  effect,  though  it  may  be  that  it 
contributes  to  such  an  effect  when  it  is  in  combination  with  other 
pollutants.  The  most  practical  method  of  controlling  sulphur  dioxide 
at  present  available  is  to  ensure  better  dispersion  of  fumes  by  control 
over  factory  chimney  heights.  No  hazard  has  yet  been  identified  from 
the  levels  of  carbon  monoxide  found  in  the  ambient  air  in  this 
country,  neither  have  diesel  fumes  been  shown  to  have  any  medical 
significance,  1-Jhen  health  is  considered  there  is,  therefore,  a clear 
case  for  pursuing  with  all  possible  speed  an  energetic  programme  of 
smoke  control". 

Although  Craven  has  no  'black  areas'  - i,e,  those  areas  in  England 
which  have  been  designated  as  the  worst  affected  by  smoke  pollution. 


most  people  now  accept  that  clean  air  is  a desirable  aim  in  all  places 
of  any  size.  Skipton  U.D.  embarked  on  a ’cleaning’  programme  some 
years  ago  and  good  progress  has  been  made.  Barnoldswick  U.D.  and 
Skipton  R.D.  have  also  made  a start. 


9.  FOOD  HYGIENE: 

The  inspection  and  supervision  of  food  is  undertaken  by  the  public 
health  inspectors  and  details  are  given  in  their  reports*  It  is  a 
matter  requiring  unremitting  attention  if  our  standards  of  food 
handling  and  catering  are  to  be  maintained,  and  if  v/e  are  to  avoid 
outbreaks  of  food  poisoning  caused  by  germs,  particularly  the  many 
varieties  of  salmonella  now  in  this  country. 

Food  poisoning  can  also  be  caused  by  toxic  substances,  including 
pesticides,  and  an  announcement  issued  by  the  Ministry  of  Health  on  the 
results  of  a two-year  study  carried  out  jointly  by  the  Ministry  and 
the  Laboratory  of  the  Government  Chemist  shows  that  the  mean 
concentration  of  certain  persistent  pesticides  in  the  human  body  in 
Britain  has  decreased  over  the  past  fevj  years.  No  significant 
differences  were  fomd  in  the  results  from  different  parts  of  the 
country.  The  tests  covered  a two-year  period  up  to  June,  1967, 

Earlier  tests  were  made  in  1961  and  over  the  two  years  to  1964  when 
selected  areas  of  England  and  Wales  wore  covered.  For  the  latest  study 
the  area  was  extended  to  include  Scotland  and  tests  were  made  on  292 
post-mortem  samples.  The  fall  over  the  throe  years  to  1967  varied 
from  20  per  cent  to  35  por  cent  for  the  three  main  pesticides  D.D.T., 
dieldrin,  and  BHC, 

The  determination  of  national  mean  concentration  levels  of  organochlorine 
pesticides  in  human  fat  has  now  come  to  be  regarded  as  a method  of 
measuring  the  degree  of  exposure  to  which  a population  is  subjected. 

The  effects  of  the  general  withdrawal  frem  use  of  certain  pesticides 
or  the  introduction  of  nev7  compounds  into  agricultural  and  veterinary 
practice  can  also  be  followed  by  means  of  such  studies.  Between  1965 
and  1967  at  least  15  publications  have  appeared  giving  results  of 
analyses  in  different  countries.  The  report  states  tliat  compared  with 
most  other  countries  in  vhiich  sLmilar  studies  liave  been  made,  D.D.T. 
residues  in  human  fat  in  Great  Britain  remain  at  a very  low  level; 
indeed,  there  has  been  an  apparent  decline  in  the  general  level  of  all 
the  pesticide  residues.  The  report  concludes  that  this  can  be 
regarded  as  an  encouraging  state  of  affairs. 


10.  mTrnR  SUPPLIES; 

Under  the  Water  Act  of  1945  the  legal  requirement  is  that  public  water 
supply  should  be  "wholesome",  v/hich  in  effect  means  that  water  under- 
takings use  the  criteria  set  out  in  the  various  publications  on  v/ater 
purity,  e.g,  - "Safeguards  to  be  adopted  in  the  operation  and  Manage- 
ment of  Vfeterworks";  "Gathering  Grounds  - Public  Access  etc,";  and  the 
"Bacteriological  Examination  of  Water  Supplies".  In  cases  of  doubt  a 
decision  is  made  on  a detailed  consideration  of  the  circumstances  of 
the  particular  case  in  relation  to  a comprehensive  review  of  the 
evidence  of  safety;  proper  regard  ali/ays  being  pp.id  to  the  need  for  an 
adequate  margin  of  safety.  Although  public  water  supplies  are  being 
brought  increasingly  under  the  control  of  a small  number  of  large 
water  authorities  the  medical  officer  of  health  has  a duty  to  ascertain 
that  the  water  supplies  to  his  district  are  wholesome.  And  if  the  need 
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arises  he  may  bring  the  matter  to  the  water  authority,  or  his  council, 
or  the  Ministry  of  Health  or  Housing  and  Local  Government.  Such 
references  are  rare  in  this  Division  \^here  there  is  a well  estabLished 
system  for  the  exchange  of  information  and  of  bacteriological  reports; 
And  whore  the  M.O.H.  holds  an  appointment  with  the  Graven  Water  Board, 

Tlie  position  is  quite  different  whore  private  supplies  are  concerned, 
and  there  are  many  of  these  in  the  Craven  District.  Some  of  them  are 
subject  to  the  risks  of  contamination,  although  illnesses  attributed 
to  water  borne  bacteria  or  viruses  do  not  appear  to  have  occiorred  in 
recent  years.  There  is  an  additional  danger  in  the  limestone  areas 
where  cliannelling,  and  fissuring  may  take  contaminated  water  from  the 
gathering  grounds  to  the  springs  very  quickly,  without  giving  time 
for  the  germs  to  die  in  what  is,  to  them,  an  unnatural  liabita.t.  This 
matter  has  been  the  subject  of  discussions  with  various  authorities, 
including  pot  holers,  during  the  year.  Where  the  water  is  subsequently 
chlorinated  there  should  be  no  danger.  But  a great  many  small  supplies 
are  not  treated  in  any  way. 

The  bulk  of  our  vra.ter  is  supplied  by  four  boards  - viz  - Craven, 
Bradford,  Fylde,  and  Lakes  and  Lune;  And  as  already  stated  there  is 
a continuing  exchange  of  information  betv/een  those  boards  and  the 
district  health  departments.  There  have  also  been  exchanges  during 
the  past  year  on  the  subject  of  plumbo-solvency  - which  moans  the 
dissolving  of  lead  in  old  pipes  which,  under  exceptions.!  circimistances, 
might  give  rise  to  lead  poisoning, 

V/ith  regard  to  the  fluoridation  of  drinking  water  - tliat  is  making 
good  the  deficiencies  of  fluoride  to  the  extent  of  one  part  per 
million  - there  is  again,  no  progress  to  report  here.  The  Craven 
Water  Board  is  undertaking  alterations  at  the  reservoirs  at  Embsay 
and  Elslack  and  fluoridation  must  bo  deferred  until  they  are  complete. 
By  that  time  the  report  on  fluoridation  in  Anglesey  and  Watford  will 
be  available.  It  was  started  there  in  1953  and  1956,  and  the  results 
are  certain  to  vindicate  all  the  claims  made  for  this  process  in 
other  parts  of  the  world.  In  the  meantime  additional  areas  in 
Warwickshire 3 Worcestershire,  Northumberland,  Durham  and  Newcastle- 
upon-Tyne  started  fluoridation  in  1968:  And  Aireborough  U.D.  and 
Esholt  in  January,  1969.  There  are  now  over  two  million  people 
receiving  fluoridated  water  in  England  and  Wales, 


11,  ACCESS  TO  THE  COUNTRYSIDE; 

Reference  to  this  subject  was  made  in  the  Annual  Reports  for  1966  and 
1967,  It  is  an  Important  one  in  Craven,  where  the  creation  of 
country  parks,  picnic  places  and  camping  sites  is  a matter  of  urgency. 
Unfortunately  nearly  all  plans  have  had  to  bo  shelved  because  of  the 
economic  sitmtion,  and  are  unlikely  to  be  revived  in  1969,  Meanwhile 
leisure  time  increases,  and  so  do  the  co.rs  on  our  roads.  The 
population  living  v/ithin  30  minutes  travelling  time  of  the  Yorkshire 
Dales  ^'‘ational  Park  is  throe  quarters  of  a million;  within  an  hour 
5 million:  within  one  and  a hi  If  hours  12-^  million;  and  witb-in  tv/o 
hours  16  million.  Additions  can  be  made  to  these  figures  by  motor- 
way extensions  now  under  construction;  And  we  shall  soon  be  in  the 
same  state  as  the  Lake  District  where  there  is  talk  of  traffic  having 
to  be  banned  on  certain  roads. 


12.  CREmTIOHS ; 


u. 


Tho  number  of  crematoria  and  cremations  in  Britain  has  risen  nearly 
four  fold  in  the  last  twenty  years | And  1968  will  likely  show  more 
than  half  the  dead  voluntarily  cremated. 

The  Division  is  well  served  by  crematoria  at  Keighley,  Siiipley, 
Burnley,  Lancaster  and  Skipton.  The  cremations  at  Skipton  exceeded 
800  in  1968,  all  applications  being  approved  by  the  Medical  Officer 
of  Health  acting  as  Medico.l  Referee,  or  his  deputies. 
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SECTION  G 


PREVxlIEKCE  AND  CONTROL  OVER  INFECTIOUS  DISEASES 


The  following  diseases  are  notifiable  to  the  Medical  Officer  of  Health 
under  the  Public  Health  (infectious  Diseases)  Rcgulr.tions,  1968;- 


OphthalTiia  neonatorum 
Paratyphoid  fever 
Plague 

Relapsing  fever 

Scarlet  fever 

Smallpox 

Tetanus 

Tuberculosis 

Typhoid  fever 

Typhus 

Whooping  Cough 
Yellow  fever 


Acute  encephalitis 

Acute  meningitis 

A cute  po liomye li tis 

Anthrax 

Cholera 

Diphtheria 

Dysentery 

Infective  jaundice 

Leprosy 

Leptospirosis 

Malaria 

Measles 


Food  poisoning  is  also  to  be  notified|  but  diseases  previously  notifiable 
and  no  longer  so  are  - acute  primary  and  influenzal  pneumonia,  erysipelas, 
membranous  croup,  and  puerperal  pyrexia. 

It  is  significant  how  this  portion  of  the  report  assumes,  year  by  year,  a 
smaller  amount  of  space.  There  were  no  epidemics  during  the  year  which 
gave  rise  to  concern,  but  we  must  ensure  tha.t  preventive  measures  do  not 
diminish  because  of  thisj  And  that  parents  do  not  neglect  to  have  their 
children  immunised,  A number  of  additional  points  are  perhaps  worthy  of 
mention, 

1,  SM^ILLPOX; 

Despite  intensive  efforts  by  the  World  Hea.lth  Organisation  this 
disease  remains  endemic  in  27  countries  in  Asia,  Africa,  and  South 
America,  Furthermore  the  international  sanitary  regulations  Inve 
failed  to  prevent  the  introduction  of  smallpox  into  Europe  on  many 
occa.sions  in  the  past  twenty  years,  during  which  period  the  number  of 
passengers  on  international  scheduled  airlines  has  increased  to  over 
50  million  per  yea.r.  In  addition,  the  faster  aircra.ft  are  now 
cruising  at  620  miles  per  hour,  and  some  aircraft  arc  carrying  200 
to  250  passengers.  The  dangers  of  introducing  smallpox  are  obvious, 
and  vaccina. tions  must  bo  uudortaken  to  maintain  the  immunity  of  the 
population. 


2.  TYPHOID; 


People  should  be  aware  that  over  half  the  infections  which  occur  in 
Britain  are  contracted  abroad | And  that  they  could  bo  prevented  if 
travellers  would  see  that  they  were  vaccinated  well  before  setting 
out. 


3.  MEASLES ; 


Up  to  now  over  half  a million  children  in  this  country  have  been 
getting  measles  every  year.  On  average  there  lio.ve  been  80  deaths, 
in  addition  to  complications  in  several  thousand  cases.  Eradication 
is  now  possible  with  a single  dose  vaccine  given  in  the  second  year 
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of  life  provided  parents  will  avail  themselves  of  this  offer.  If 
they  do  not  wo  shall  accurnuliite  an  older  group  of  susceptible  children 
v;ho  may  suffer  severely  if  measles  becomes  epidemic  again. 

Measles  vaccination  became  available  in  the  Division  in  July  and  was 
brought  to  the  notice  of  all  parents  by  means  of  a letter  and  consent 
form.  The  response  was  good,  and  the  results  are  given  in  Section  F, 
It  was  unfortunate  that  the  vaccine  vns  not  available  early  enough 
to  prevent  the  601  cases  which  occurred  during  the  year, 

4,  INFECTIVE  HEPATITIS; 

This  has  been  a notifiable  disease  in  Eastern  England  for  some  years. 
It  is  now  notifiable  over  the  whole  country  and  it  is  hoped  that  more 
will  be  learned  about  it.  But  it  is  a difficult  disease  to  control 
as  it  has  a long  incubation  period,  and  probably  only  lialf  the 
infections  show  the  typical  jaundice, 

5,  VENEREAL  DISEASES; 

The  latest  available  national  figures  (the  1967  statistics)  showed 
a small  reduction  in  syphilis,  but  a sharp  increase  of  11,6  per  cent 
in  gonorrhea,  giving  the  largest  number  of  cases  since  the  post-war 
peak  in  1946,  Cases  of  non-gonococcal  urethritis  in  mles  also 
increased.  With  extra  marital  sexual  intorcoujrse  regarded  by  many 
as  a normal  and  pormissable  activity  there  seems  little  hope  of  a 
diminuation  in  V.D.,  short  of  some  major  advance  in  prophylaxis  or 
treatment,  and  that  is  very  unlikely.  Education  of  young  people 
perlio.ps  holds  out  some  prospect  of  reduction.  But  it  is  an  uphill 
task  because  so  much  depends  on  family  background,  the  example  of 
others,  and  the  behaviour  of  the  group. 

These  points  vrcre  empha.sised  in  a recent  letter  from  the  Ministry 
of  Health  v/hich  stated; - 

"We  arc  living  in  circumstances  tha.t  have  changed  since  the 
traditional  deterrents  to  extra-marital  sexual  intercoujrsc  were 
fear  of  pregnancy  and  of  the  venereal  diseases.  With  the  develop- 
ment of  more  reliable  contraceptive  methods  the  first  of  those 
deterrents  is  very  largely  removed.  This  me.y  well  lead,  in  the 
present  permissive  moral  climate,  to  an  extension  of  promiscuous 
bel;ia.viour  v/hich  in  turn  must  increase  the  risk  of  spreading  these 
diseases," 

Although  not  notifiable  diseases  the  M,0,H,  is  supplied  with 
sta.tistics  by  the  V.D,  clinics,  and  these  shov;  8 cases  of  gonorrhea, 
and  32  with  other  conditions.  There  v;erc  no  cases  of  syphilis. 

The  seaports  and  large  towns,  which  are  the  reservoirs  of  infection 
are  fortuaately  well  away  from  this  area. 


6,  DYSENTERY; 

The  incidence  \ms  lox/  this  year  with  19  of  the  25  notifications 
provided  by  a boy’s  boarding  school. 
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7.  BRUCELLOSIS; 

A few  cinses  were  reported;  But  judging  by  the  considerable  number  of 
notices  served  under  Section  20  of  the  Milk  and  Dairies  (General) 
Regulations,  1959,  following  the  finding  of  brucella  germs  in 
milk,  it  is  most  unlikely  that  these  cases  give  a true  picture  of  the 
incidence . 

However,  the  Brucellosis  (Accredited  Herds)  Scheme  is  progressing,  and 
since  it  was  started  in  April,  1967  there  have  been  11,900  applications 
for  registration.  At  the  end  of  Hovember,  1968,  2,570  herds  had  been 
registered,  6,300  were  passing  through  the  testing  process,  and  about 
3,000  had  been  rejected  or  withdrawn. 


8,  TUBERCULOSIS; 

There  wore  only  6 notifications  during  the  year,  all  of  the  respiratory 
type.  And  the  number  of  people  on  our  register  has  nox-;  fallen  to  211, 
*0n  the  register'  means  that  the  Chest  Physician  is  still  seeing  them 
periodically,  but  the  great  majority  are  well  and  working,  and  seen 
only  at  long  intervals. 

The  well  established  procedures  for  the  prevention  and  control  of 
tuberculosis  were  continued  during  the  year,  starting  with  B.C.G. 
Vaccination  of  the  thirteen  year  olds.  1,187  children  vrcre  offered 
this  protection  and  951  accepted,  45  were  found  to  have  load  a previous 
infection  shown  by  a positive  skin  test,  and  chest  X-rays  were 
arranged  for  21,  The  total  nunber  actually  vaccinated  vns  906,  and 
they  should  have  a good  immunity  for  many  years. 

The  Mass  Miniature  Radiography  Unit  again  spent  a month  in  the  Division, 
with  the  following  results 

1,  Examinations  carried  out;- 

(a)  Miniature  films  taken;  3,624 


(b)  Number  recalled  for  large  film;  20 

2,  Analysis  of  provisioncLl  findir^s;- 

(a)  Cases  of  active  tuberculosis:  4 

(b)  Cases  of  inactive  tuberculosis;  Nil 

(c)  Other  abnormalities;  15 


Of  the  active  cases  found  two  wore  male  Asiatics 
working  in,  but  living  outside  the  Division. 

With  the  falling  incidence  of  tuberculosis  in  the  comm.unity  it  has 
been  found  (a)  that  surveys  of  the  general  public  are  not  as 
productive  as  surveys  in  industry  and  special  groups.  And  (b)  case 
finding  is  less  in  the  rural  areas  than  in  industrial  areas  of 
higher  population  density.  Future  deployment  of  the  M.M.R.  Units 
will  take  these  points  into  consideration. 

The  Chest  Physician  undertakes  the  treatment  of  cases  of  tuberculosis 
and  the  supervision  of  contacts.  There  is  a very  close  co-operation 
between  his  staff  and  the  health  department,  which  includes  the 
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health  visitors  acting  as  clinic  nurses  on  a rota  basis,  and  as 
tuberculosis  niurses  in  their  areas,  ' 

Patients  requiring  hospital  treatment  can  usually  bo  adnittod  to  the 
Middleton  branch  of  the  IJharfedale  General  without  undue  delay. 


9.  OTI-ER  DISEASES; 

The  incidence  of  scarlet  fever,  whooping  cough,  and  jaund-ice  was 
very  low.  And  another  year  passed  without  a single  case  of  polio- 
myelitis, diphtheria,  or  meningitis.  Few  mothers  of  today  have 
seen  a child  with  any  of  these  three  diseases,  or  had  it  themselves, 
and  cannot  therefore  appreciate  their  seriousness. 

The  distribution  of  the  infectious  diseases  is  given  in  the  table 
overleaf s- 
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DISEASES  NOTIFIED  DURING  THE  mR 


DISEASE 

CASES 

Q 

• 

1=3 

O 

• 

• 

Q 

• 

• 

Q 

• 

• 

« 

• 

a 

• 

fd 

• 

Q 

• 

Q 

• 

ca 

rH 

O 

Q 

• 

!>» 

cl 

o 

TJ 

!=) 

d 

o 

-p 

■n 

d 

c3 

r~| 

d 

CD 

• 

p:! 

o 

1 — 1 

cd 

d 

o 

-p 

Cj 

ca 

PM 

iH 

,Q 

-P 

PM 

?H 

iH 

•H 

-P 

•H 

ci 

cj 

•H 

o 

CD 

CD 

Pk 

CQ 

W 

CO 

CO 

PQ 

CO 

CO 

CO 

Scarlet  Fever: 

- 

- 

- 

5 

6 

2 

13 

4 

Whooping  Cough: 

- 

- 

- 

2 

- 

- 

27 

Poliomye litis : - 

Paralytic: 

Non-Paralytic ; 

Measles: 

5 

17 

71 

73 

8 

49 

50 

328 

Dysentery: 

- 

- 

- 

4 

1 

19 

- 

25 

Acute  Pneumonia.: 

- 

3 

3 

1 

- 

- 

- 

10 

Diphtheria: 

- 

- 

- 

- 

- 

- 

- 

Tuberculosis;- 

i 

1 

Respiratoiy: 

1 

- 

- 

1 

- 

1 

- 

1 

3 i 

Meninges  & C.N.S: ' 

- 

- 

- 

- 

- 

- 

- 

_ ! 

1 

Other ; ! 

t 1 

1 

- 

- 

- 

- 

- 

i 

! 

jpood  Poisoning: 

t 

- 

1 

- 

- 

- 

- 

1 

! 

^ f 

1 

jErysipelas : 

- 

- 

- 

1 

1 

1 

- 

3 ; 
1 

I 

jPuerperal  Pyrexia; 

- 

- 

2 

" 

- 

1 

- j 

Infective  Jaundice: 

1 

- 

2 

- 

- 

2 

;Acute  Encephalitis  :- 
1 Infective: 

i 

1 

1 1 

V 

;Typhoid; 

1 

1 

f 

jPara  typhoid: 

i 

j- 

- 

mm 

! - 

- 

- 

- 
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BAMOLDSWIGK  URBAN  DISTRICT 
SANITARY  GIBCUMSTAIIGES  OF  THE  ABEA. 

PUBLIC  HEALTH  INSPECTOR'S  REPORT. 

Housing  333 

Inspections  under  Public  Health  Acts,  1,119 

Bakehouses  33 

Factories  59 

Dairies  0 

Food  Shops  and  Stalls  66 

Offices  Shops  and  Railway  Premises  Act,  1963  28 

Coimcil  Tip,  Depot  and  Salvage  Shed  144 

Smoke  observations  112 

Rats  and  Mice  Destruction  73 

Schools  11 

Mortuary  8 

Reservoirs  2 

Civic  Ammenities  Act  72 

2,060 

S:\MPLES 

Water  - Bacteriological  43 

Plumbo  Solvency  8 

Untreated  2 

Ice-Cream  4 

Interviews  on  various  premises  with  owners,  agents 

and  contractors  378 

Informal  notices  under  the  Public  Health  Act  10 

Informal  notices  complied  with  6 

Premises  rendered  fit  without  service  of  informal  notice  41 

Statutory  notices  served  0 

Nuisances  found  in  1968  70 

Nuisances  in  hand  at  end  of  1967  33 

Total  needing  abatement  103 

Total  abated  during  1968  73 

Total  outstanding  at  end  of  1968  30 

Water  closets  provided  in  new  houses  22 

Waste  water  closets  converted  into  fresh  water  closets  22 

Additional  fresh  water  closets  43 

Drains  reconstructed  52 

New  drains  provided  5 

Defective  and  choked  drains  released  and  repaired  25 

Rainwater  pipes  and  eaves t roughing  repaired  or  renewed  13 

Defective  dustbins  replaced  20 

Defective  roofs  etc,  5 

Defective  roof  repaired  5 

Defective  soil  pipe  1 

Miscellaneous  17 

Defective  sink  waste  1 

Accumulations  removed  5 

Insufficient  W.G,  accommodation  2 
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HOUSING  STATISTICS 

1,  No,  of  dwellinghouses  in  District  3,806 

2,  No.  of  houses  incl*  in  above 

(a)  Back-to-back  138 

(b)  Single  back  6 

3,  SLUM  GLEARil^GE 

Estimated  number  of  unfit  houses  at  31*12,68  in  respect 

of  which  no  representation  has  yet  been  made  23 

Details  of  future  slum  clearance  programme  22 

4*  HOUSES  IN  GLE..R/^GE  LBEIS  /.ND  UNFIT  HOUSES  ELSElvliBBB 

No,  of  houses  incl.  in  Representations  made  during  year 

(a)  In  Clearance  areas: 

(b)  Individual  unfit  houses  18 

i^.1.  HOUSES  DEMOLISHED 


In  Clearance  Areas: 

(1 ) Houses  unfit  for 
human  habitation 

(2)  Houses  incl,  by  reason 

of  bad  arrangements  etc,  - 

(3)  Houses  on  land  acquired 
under  Sect,  43(2) 

Hsg.  Act,  1957 

Not  in  Clearance  Areas. 

(4)  As  a result  of  formal 
or  informal  procedure 
under  Sec.  l6  or  17  (1) 

Hsg.  Act  1957  ' 5 

(5)  Local  Authority  owned 
houses  certified  unfit  by 
the  Medical  Officer 

of  Health 

(6)  Houses  unfit  for  human 
habitation  where  action  has 
been  taken  under  Local 
Acts 

(7)  Houses  incl,  in  unfitness 
orders  made  under  para  2 
of  the  second  schedule  to 
the  Town  & Country 
Planning  ..ct  1959 

A.  2.  NUMBER  CF  DWELLINGS  IN“CL. 

ABOVE  WHICH  WERE  PREVIOUSLY 
REPORTED  ;.S  CLOSED  8 


No.  of  houses;  Displaced  during  year 
Persons;  Families 
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UMF.XT ■ EQU.SSS  ^LQSKP,  No.  of  houses?  Displaced  during  year 

(8)  Under  secs.  16  (4). , (17). , Persons; families, 

(1)  and  35(1)  Hsg.  Act  1957. 

& Sec.  26  Hsg. 

Act  1961  20  11  5 

(9)  Under  Secs.  17(3)  & 26 
Hsg.  Act  1957 

(10)  Parts  of  building  closed 

under  Sec.l8  Hsg. Act  1957  - - - 

G*  UNFIT  HOUSES  MilDB  FIT  HOUSES  IN  \^^HIGH  DEFECTS  l^RE  REPIEDIED 

By  owner  By  Local 

Authority 

(11)  After  informal  action  by 

Local  Authority  31  - 

(12)  After  formal  notice  under 

(a)  Public  Health  Acts 

(b)  Secs.  9 & 16  Hsg. 

Act  1957 

(13)  Under  Sec.  24  Hsg.  Act  1957  - 

D. 4.  UNFIT  HOUSES  IN  TEMPORtlRY  USB  (HOUSDm^G  ACT  1957) 

No.  of  houses  No  of  separate 
dwellings 
contained  in 

C0I.I. 

Position  at  end  of  year  1 2 

(14)  Retained  for  temporary  accommod. 

(1)  Under  Sec.  48. 

(2)  Under  Sec.  17(2)  2 - 2 

(3)  Under  Sec,  46. 

(15)  Licensed  for  temporary  accommod. 
under  Secs.  34  and  53 

E.  PURCH.^SE  (F  HOUSES  BY  AGREEMENT 

No,  of  houses  No,  of  occupants 
of  houses  in  C0I.I. 

1 2 

(16)  Houses  in  Clearance  Areas 
other  than  those  incl,  in 
confirmed  Clearance  Orders 

purchased  in  the  year  4 B 

5.  NUliBSR  OF  FAMILIES  REHOUSED 
DURING  m.R  INTO  COUllGIL 
OWNED  DWELLE1GS 

(a)  Clearance  Areas  etc  NIL 

(b)  Overcrowding  NIL 

RENT  ..GT  1957 


6. 


(a)  No.  of  certificates  of 
disrepair  granted 


NIL 
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(b)  No.  of  undertakings  to 
execute  repairs  given  by 

owners  to  the  local  authority  NIL 

(c)  No,  of  certificates  of 

disrepair  cancelled  NIL 

7.  OVERCROWDING 

No,  of  cases  of  overcrowding  which  came  to  the  notice  of 
the  Local  Authority  during  the  year*-  NIL 

8.  NEW  DWELLINGS 

No,  of  new  dwellings  completed  during  year:- 
By  the  Local  Authority  0 

By  Private  Enterprise  20 

9.  GRANTS  FOR  CONVERSION  OR  IMPROVEIvjENT  OF  HOUSING  ACGCMMODATION 


Formal 

Apps, 

No.  of 

applicat- 

approved 

dwellings 

ion  rec’d 
during  yr. 

during  yr. 

during  yr, 

(a) 

CONVERSIONS  (No.  of 
dwellings  is  the  number 

resulting  from  completion 
of  the  work),  3 

3 

Nil 

(b) 

IMPROVEMENTS 

Discretionary  Grants  5 

4 

7 

Standard  Grants  73 

70 

53 

10. 

DETAILS  (F  ADVANCES  FOR  THE  PURPOSE 
CONSTRUCTING  HOUSES 

CF  AGi^UIRING 

OR 

No,  of  applications  5 

No.  of  approvals  5 

No.  of  refused  or  withdrawn  Nil 


WATER  SUPPLY 

1.  The  water  supply  has  been  satisfactory 

(a)  in  quality 

(b)  in  quantity 

2.  Samples  of  water  have  been  periodically  examined  for  bacteriological 

content;  results  are  in  tabulated  form 

3.  A.  The  results  of  samples  taken  from  Elslack  Supply  for  - 

(a)  PLUKBO-SOLVENGY  show  no  lead  absorption  taking  place,  and 

(b)  Chemical  analysis  shows  an  average  pH  value  of  6,7 

3*B.  The  results  of  samples  taken  from  White  Moor  Supply  for  - 

(a)  PLJl'lBO-SOLVEIJCY  show  no  lead  absorption  taking  place,  and 

(b)  Chemical  analysis  shows  an  average  pH  value  of  6,6 

4.  (a)  The  number  of  dwellinghouses  on  direct  supply  3^968 

as  at  1st  January,  1969 

(b)  The  number  of  other  premises  supplied  266 

5.  Fluoride  Content  Elslack  Supply  0.1  p.p.m. 

White  Moor  Supply  0,1  p.p.m. 


24. 

RESULTS  CF  S.^^PLES  T.IKM  FROM  ELSLiiCK  RESERVOIR. 


Date  Probable 

No,  Coli  Bac, 

Probable  No, 

Remarks 

McConkev 

2 davs  37°G 

'Faecal  Coli 

30,  1,68 

3 

3 

Unsatisfactory 

12,  3.68 

0 

0 

Satisfactory 

9,  4.68 

0 

0 

tt 

5.  6,63 

1 

1 

Unsatisfactory 

2,  7,68 

18  + 

9 + 

11 

6.  8,68 

4 

4 

It 

17,  9.68 

9 

9 

It 

2.10,63 

9 

9 

n 

5,11.68 

0 

0 

Satisfactory 

6,11,68 

0 

0 

It 

12.11.68 

0 

0 

11 

4.12.68 

0 

0 

n 

17.12.63 

0 

0 

It 

31.12.68 

1 

1 

Unsatisfactory 

( + Untreated  Water) 

RESULTS  OF  S/iMPLES  CF  VL.TER  T.lvEN  FROM  WHITE  MOOR  SUPPLY 

30.  1.68 

0 

Satisfactory 

12.  3.68 

0 

- 

It 

9.  4.68 

0 

- 

ti 

5.  6,68 

0 

- 

n 

2.  7.68 

0 

- 

It 

6 , 3,63 

0 

- 

It 

11.  9.68 

0 

- 

ti 

2.10.63 

0 

- 

It 

5.11.68 

0 

— 

It 

6,11.68 

0 

- 

It 

12.11.68 

0 

- 

ti 

4.12.68 

0 

- 

ti 

17.12.68 

0 

- 

tt 

31.12.63 

0 

- 

tt 

Samples  were  talcen  from  Lower  Sandyford  Farm  for  improvement 
grant  purposes  and  were  found  to  be  unsatisfactory.  Samples 
were  taken  from  the  source,  storage  tank  and  house  tap  and 
results  indica.ted  that  the  supply  pipe  was  faulty  allov;ing 
surface  water  to  enter  the  supply, 

SEWEItiGE.  DRilDIAGE  il^D  SiA^ITARY  WORK 


The  sewage  works  are  under  the  supervision  of  the  Council’s 
Surveyor,  and  are  situated  in  Greenberfield  Lane, 

During  the  year  36O  yds,  of  new  surface  water  sewer  have  been 
laid. 

Drainage  work  where  no  plan  has  been  submitted  is  under  the 
supervision  of  the  Health  Department, 

134  visits  were  made  to  supervise  and  inspect  new  and  existing 
drains  and  sewers, 

RIVERS  im  STREiJ^S 


These  are  under  the  control  of  the  West  Riding  Rivers  Board 
and  the  Lancashire  River  Authority. 
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CLOSET  AGCOMMODilTION 

There  are  19  pail  closets.  These  are  emptied  weekly  and  the 
number  does  not  include  those  on  outlying  farms.  The  existing 
pail  closets  cannot  be  converted  to  the  water  carriage  system j 
there  being  no  se;-/er  available. 

The  Council  makes  £10  grant  towards  the  conversion  of  waste 
water  closets,  and  owners  of  property  have  converted  22  and 
abolished  3. 

43  additional  fresh  water  closets  were  constracted. 

5 new  drains  provided,  and  52  drains  reconstructed. 

The  following  is  the  approximate  closet  accommodation  connected 
with  the  domestic  premises 


Fresh  water  closets 
Waste  water  closets 
Pail  closets 


5,395 

396 

19 


FACTORIES 


Mechanical  and  non-mechanical  factories  on  the  Register: 


Cotton 

Woollen 

Artificial  Silk 
Textile  Screens 
Nylon  Overall  fabrics 
P.V.C,  coated  fabrics 
Velvet 

Disposable  Garments 

Fibre  Pads 

Mattresses  & Divans 

Asbestos  & Filter  Boards 

Printing 

Shoe  Repairs 

Corn  Merchants 

Joiners  &.  Undertakers 

Stonemason 

Aero  Engineering 

Foundry 

Laundry  & Dry  Cleaning 
Bakehouses 

Motor  Vehicles  Repairs 
Builders 

Waste  Paper  Baling 
General  Engineering 


8 

1 

4 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

4 
1 
3 
1 
1 

5 
8 
5 
1 
2 
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SANITARYCOTVEN lENGES 


Defects 

Found 


Remedied 


Intervening  ventilated  space 
Want  of  cleanliness 
Other  offences 


1 

2 

3 


2 

3 
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WORK  PKXBS 


Work  places  have  always  been  inspected  along  with  the  associated 
factories,  and  all  were  found  to  be  satisfactory. 

SCHOOLS 

A detailed  report  was  submitted  to  the  Education  Authorities 
some  years  ago,  and  some  efforts  have  been  made  to  comply  with 
suggestions  therein. 

It  would  be  better  if  provision  could  be  made  to  site  the 
sanitary  accommodation  within  the  schools  to  obviate  the  freezing 
up  of  the  system  in  winter, 

KEEP  DIG  QF  AMIM-dLS 
(Eyelaws ) 

In  no  instance  was  it  found  necessary  to  take  action  under  the 
above  heading. 


ENTERTAIId-IEHTS 


There  is  one  place  of  entertainment  in  the  district,  that  being 
a Cinema;  There  are  also  six  public  houses,  four  clubs  and  two 
bingo  halls  which  are  visited  periodically,  and  found  to  be  kept 
in  a satisfactory  condition, 

SMOKE  ABATEMENT 


The  following  is  the  result  of  obseirvations  taken  during  the 
year  under  the  Clean  Air  Act,  1956:- 

No,  of  chimneys  14 

No,  of  observations  of  30  mins,  duration  112 

Smoke  was  emitted  on  Ringlemann  Chart  No,1  on  30  occasions  for 
periods  from  one  to  30  mins,  and  a total  of  3B9  mins,  for  the  year. 

On  no  occasion  X'/as  smoke  emitted  in  excess  of  the  time  allowed. 

Apparatus  for  the  measurement  of  Atmospheric  Pollution  is 
installed  at  "Femlea”,  Rea.dings  are  sent  to  the  Warren  Springs 
Laboratory  where  the  final  results  are  worked  out  by  a computer. 

These  were  as  follows: 

SMOKE 

in  micr-ograms/cubic  metre  SO^ 


Average 

Highest 

Lowest 

Average 

Highest 

Lowest 

January 

112 

324 

32 

129 

256 

52 

February 

140 

319 

51 

160 

394 

63 

March- 

106 

209 

56 

132 

473 

25 

April 

54 

136 

17 

23 

224 

33 

May 

54 

107 

11 

Nil 

139 

67 

June 

29 

56 

10 

65 

153 

29 

July 

83 

50 

16 

64 

132 

11 

August 

38 

62 

25 

61 

124 

23 

Sep  hember 

53 

99 

28 

57 

83 

33 

October 

93 

226 

25 

104 

297 

42 

November 

112 

369 

42 

123 

409 

42 

December 

132 

502 

38 

140 

734 

60 

27 


OFFENSIVE  TR:;DES 


There  is  no  rag  dealer  in  the  area 
COMMON  LODGING  HOUSES 

There  is  no  registered  common  lodging  house  within  the  districtj 
the  last  being  closed  on  10th  September,  1955. 

OFFICES.  SHOPS  & RAILWAY  PREMISES  ACT,  1963 


Registered  Premises 

Offices  16 
Retail  Shops  52 
Wholesale  Shops,  warehouses  1 
Catering  establishments  open  to  public,  canteens  4 
Fuel  Storage  Depots  3 


28  visits  were  made  to  the  above  premises,  and  in  all  cases  were 
found  some  contraventions  of  the  Act,  All  owners  and  occupiers 
were  informed  as  necessary,  and  in  most  cases  have  taken  steps  to 
comply, 

COST  0^  Refuse  collection  & disposal  - year  ended  31 st  march.  196s 

Wages  - Binmen  (incl,  N.H.I, 

Supn,  Sick 


Pay  etc). 

£4,934. 

0, 

3. 

- Bonus  Binmen 

6, 

£5,313. 

9. 

9. 

Waste  Paper  Baling  - Wages 

824. 

6, 

5. 

- Electricity 

Maintenance  74. 

-2. 

899. 

2. 

2. 

Motor  Vehicles  - Shelvoke  8c. 

Drewiy 

2,016, 

6, 

6. 

Karrier 

1^711.,. 

7. 

6, 

3,767. 

14. 

0. 

Depot  Sxper  s 5s 

302. 

10. 

0. 

Hscl.'iih  Office  - Proportion  of 

Salaries  & Office 

Expenses 

750. 

0. 

0. 

11,032. 

15. 

11. 

Less:-  Income 

VJaste  Paper 

1,334o 

;2. 

0, 

Sale  of  Scrap 

169. 

1.. 

7, 

1.503. 

V- 

7. 

£9,529. 

2. 

4. 
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Tip  Expenditure 


Wages  - Tipman  (incl.  Oncost 


for  N.K.  Holiday 

& . 

Sick  Pay 

Supe rannuat ion ) £ 1 

,103. 

2. 

11. 

Maintenance  of  Roadway 

522. 

18. 

5. 

Loan  Charges  Tip  - Sinking  Fund 

370. 

0. 

0. 

Interest 

82. 

12. 

1. 

£2,078, 

13.  5. 

Less  2-  Income 

Trade  Refuse 

78. 

17. 

11. 

Use  of  tip 

163. 

0. 

242. 

10.  11. 

£1,836.  2.  6. 


BATS  AND  MICE  DESTRUCTION 


73  visits  were  made  to  suspect  rat  and  mice  infested  premises, 

43  premises  were  treated  during  the  yearj  31  being  rat  infestations, 
and  12  mouse  infestations, 

Alphachoralose  poison  (Alphaicil)  has  been  used  for  micej  and 
Warfarin  has  been  used  in  a pin-head  oatmeal  base  for  rats.  In 
heavy  infestations  Zinc  Phosphide  in  damp  sausage  rusk  has  been 
used. 

No  sewer  treatment  has  been  carried  out  this  year. 

BAG,  FLOGK  AND  OTHER  FILLD^G  FiATERIAL  ACT  1951 

There  are  two  registered  premises  in  the  district^  they  use  only 
materials  under  warranty, 

PET  ANB-IALS  ACT  1951 

One  person  is  registered  under  this  Act. 

ANIMAL' BOARDING  ESTABLISHMENTS  ACT  1963 

Four  persons  are  registered  under  this  act,  and  on  inspection 
these  premises  were  found  to  be  satisfactory. 

INSPECTION  AND  SUPERVISION  OF  FOOD 


MEAT  AND  OTHER  FOODS 

No.  of  batchers*  shops  12 

Premises  used  for  the  preparation  of  sausage,  potted, 
pressed  pickled  and  preserved  foods  14 

Maraifacture  and  sale  of  Ice-Cream  1 

Sale  of  Ice-Cream  45 


FOOD  HYGIEN'E 

66  visits  were  made  to  premises  where  food  is  prepared  or  sold 
for  human  consumption.  These  premises  were  found  to  be  clean  and 
generally  complied  with  the  requirements  of  the  Food  Hygiene 
Regulations  as  they  are  mostly  houses  and  shops.  The  large  shops 
in  the  area  comply  with  the  Regulations. 
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OTHER  FOODS 


The  following  table  shows  the  amount  of  foodstuffs  condemned 


Gwts,  Qts.  Lbs,  Ozs, 

Canned  Foods 
Frozen  Foods 
Canned  Meat 

4 1 0 4 


2 0 23  B 

0 0 0 0 

J 3 4 12 


SLAUGHTER  OF  ANIMALS  ACT,  1958 

There  are  five  persons  licensed  under  this  Act. 

ICE-CREAM 


There  are  45  shops  registered  for  the  sale  of  Ice-Cream  under  the 
Food  and  Drugs  Act,  4 samples  were  in  Provisional  Grade  1,,  and 
the  other  was  Provisional  Grade  4*  The  vendor  and  raaniifacturer 
were  informed  accordingly, 

BAKEHOUSES 

The  number  of  bakehouses  on  the  register  is  nine,  33  visits 
were  made  to  these  premises,  and  all  were  found  to  be  clean  and 
satisfactory.  Limewashing  was  required  in  some  cases. 

FOOD  SHOPS  AI^D  STALLS 

The  Food  Hygiene  (Markets,  Stalls  and  Delivery  Vehicles) 
Regulations  1967  are  nov/  operated. 

Action  was  taken  regarding  names  and  addresses  of  owners  of 
delivery  vehicles  under  Section  13. 

ANALYSIS  CF  FOOD  SHOPS  - FOOD  HYGIENE  (GENERAL)  REGULATIONS.  I960 


No.  of 

No,  of 

No,  of 

No.  of 

Premises 

premises 

premises 

premises 

fitted  to 

to  which 

fitted  to 

comply  with  Reg.  19 

comply  with 

Ree,  16 

applies 

Reg.  19 

Grocers 

37 

37 

37 

37 

Grocers  & Confectioners 

4 

4 

4 

4 

Bakers  & Confectioners 

9 

9 

9 

9 

Confectioners 

8 

8 

8 

8 

Greengrocers 

14 

14 

14 

14 

Butchers 

12 

12 

12 

12 

Fish  & Chip  Shops 

5 

5 

5 

5 

Cafes 

5 

5 

5 

5 

Health  & Food  Stores 

1 

1 

1 

1 

Sweets 

10 

10 

10 

10 

Cooked  Meats 

6 

6 

6 

6 

111 

111 

111 

111 

30 


WEST  RIDING  COUNTY  COUNCIL  (GENERAL  POWERS^ 

ACT.  1951 

Registration  under  Section  76 


Registration  of  Hawkers  of  Food  and  their  premises: 

No.  on  register  2 

Registration  of  Hawkers  of  Food  from  outside  the  district: 

Butchers  2 

Ice-Cream  6 

Cooked  Meat  & Cheese  1 

9 


Registration  under  Section  120 


Registration  of  Hairdressers  and  Barbers 

No.  on  Register  28 

METEOROGICAL  RETUR^IS 


The  apparatus  for  the  measurement  of  rainfall  is  sited  at  Letcliffe 
Park,  Bamoldswick. 


Month 

No.  of  days  with 
rain  recorded 

Rainfall  in 
inches 

January 

24 

5.24 

February 

10 

2.30 

March 

18 

7.00 

April 

16 

3.51 

May 

18 

5.35 

June 

16 

5.48 

July 

13 

3.34 

August 

12 

2.24 

September 

21 

9.16 

October 

21 

6.43 

November 

17 

3.86 

December 

2.02 

202 

66.68 

Total  No.  of  days  with  rain  recorded 

202 

Total  rainfall  in  inches 

66.68 

Wettest  month 

September. 

Driest  month 

December. 

Longest  dry  period  6th  - 15th  April  (incl) 

10  days. 

EARBY  URBAN  DISTRICT  COUNCIL 
SANITARY  CIRGUl'IS TANGES  OF  THE  ARKA 


PUBLIG  HEALTH  II'ISFEGTOR 'S  REPORT 
Stmimary  of  Inspections  made  during:  i960 


1.  INSIEGTIONS 

Public  Health  Act  ) 280 

Housing  Acts  ) 

Housing  Accommodation  visits  ) 155 

Housing  Allocations  interviews  ) 

Factories:  Mechanical  65 

Non-mechanical  2 

Outworkers  premises  3 

Glean  Air  23 

Smoke  Observations  17 

Offices,  Shops  and.  Railway  Premises  Act,  1963  80 

Drainage  198 

Rodent  Gontrol  174 

Verminous  Premises  10 

Places  of  Entertainment,  Public  Houses  etc.  Section  89  12 

Infectious  Diseases  (investigation)  5 

Hairdressers  and  Barbers  15 

Schools  24 

School  Ganteens  5 

Food  Inspections  and  Gertificates  Issued  17 

Gouncil  Refuse  Tip  197 

Milk  Producers  and  Distributors  (investigation  Brucellosis)  3 

Garavan  Sites  7 

Movable  Dwe llings  19 

Givic  Amenities  Act  29 

Food  Premises:  Butchers  26 

Factoiy  Ganteens  13 

Fish  Fryers  32 

General  Food  Shops  110 

Bakehouses  18 

Ice-cream  Premises  38 

Hawkers  of  Food  5 

Public  'louses,  Hotels  and  Restaurants  10 

Preserved  Food  19 

Improvement  Grant  Initial  Inspections  55 

Aniiml  Boarding  Establishment  2 

Pet  Animals  Act  2 

Interviews  on  Premises  v/ith  Owners  Agents  and  Gontractors  279 

SAMPLES 

Town’s  Water:  Bacteriological  29 

Ghemioal  2 

Plnmbo-solvency  5 

Ice-cream:  Bacteriological  22 
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2,  HOUSING 

1*  Nijmber  of  Dwellinghouses  in  the  District:- 


Under  Private  Oxmership  1,509 

Local  Authority  A 17 

Total:  1,926 


Local  Authority  Houses  comprised  of  the 
following 

3 bedroom  type  houses  24S 

2 bedroom  type  houses  93 

Senior  Citizens  * Bungalows  34 

Flats  (Communal  Block)  Valley  Gardens  17 

Flats  Linden  Court  20 


Total:  417 

Number  of  Houses  constructed  by  the  Local 

Authority  during  the  year;  NIL 

Number  of  Houses  reconditioned  by  the  Local 
Authority  during  the  year;  2 

Nmber  of  Houses  constructed  privately:  21 


2*  The  Council  completed  the  reconditioning  of  two  further  houses 
in  Cross  Street,  Earby,  providing  standard  improvement  grant 
amenities. 

The  houses  have  been  let  to  persons  on  the  Council’s  Housing 
List, 

3*  The  Department  allocates  all  Council  Accommodation, 

The  Council  reviewed  and  modified  the  house  letting  points 
scheme  during  the  year  and  a nex-;  points  scheme  is  in  operation, 

4#  Housing  reqxiirements  at  the  commencement  and  at  tlie  end  of  the 
year  were  as  follows:- 

N-umber  of  applicants  on  the  Housing  List, 

31st  December,  1967: 

Number  of  new  applicants  received  on  the  Housing 


List  up  to  31st  December,  1963:  69 

Special  applications  received  (industrial):  7 

Number  of  deletions  during  the  year:  33 

Nmber  of  applicants  accommodated  in  Flats, 

Bungalows  and  Council  Houses:  23 

Additional  special  allocations  of  Council 
Houses  to  Key  Workers  and  persons  re-employed 
within  the  Earby  Urban  District  under  the 

Government  re-habilitation  schemes:  12  


73  159 


Totals : 


33. 

Number  of  applicants  remaining  on  the  Housing  List 

31st  December,  1968  : 86 

The  86  applicants  requirements  are  as  follows 

Requiring  Council  Houses:  35 

Requiring  Council  Flats;  3 

Senior  Citizens’  Bungalows,  Flats  and  Bedsitters;  48 

Total:  86 

5.  Houses  closed  under  the  provisions  of  Section 

17,  Housing  Act,  195?!  7 

6.  Houses  demolished  during  the  year  resulting 

from  action  taken  under  the  provisions  of  Housing 

Act,  1967,  Section  16:  Nil 

7.  Improvement  of  Houses 

Number  of  houses  improved  by;- 

(a)  Discretionary  Grant:  Nil 

(b)  Standard  Grants,  certified  for  payment  (these 
were  in  relation  to  owner  occupier  houses.  No 
applications  were  received  for  grant  aid  from 

owners  of  tenanted  houses):  31 

(c)  Amount  paid  in  Grants:  £2,464 

(d)  Amenities  provided  under  standard  grant:- 

i)  Hot  water  supply:  8 

ii)  Bath;  16 

iii)  Shower:  Nil 

iv)  Wash-hand  basin:  16 

v)  Water  Closet  within  a bathroom:  24 

vi)  Food  Store:  14 

(e ) Number  of  applications  for  standard  grant:  35 

(f)  Number  of  schemes  completed  during  the  year;  27 

8.  Improvement  Grants 

The  Department  carry  out  initial  inspections  of  houses  for  which 
applications  for  grant  aid  is  made.  In  cases  where  defects  are 
found  the  owner  is  requested  to  give  an  undertaking  to  carry  out 
the  necessary  repairs. 

The  following  summary  gives  details  of  repairs  carried  out  in 
connection  with  houses  receiving  Standard  Grant  Aid:- 
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Defective  Artificial  Lighting;  3 

Defective  Floors  rene^^^ed  or  resurfaced:  3 

Defective  yard  surfaces  re  laid;  1 

Defective  Air  Grates  renewed;  6 

Defective  Roofs  renewed;  1 

Defective  Drainage  reconstructed;  2 

Me,  in  House  Walls  re  pointed:  4 

Renewal  of  all  window  woodwork;  1 

Eaves  Trougliings  renewed;  1 

Rain  Water  Pipes  renewed;  2 

Skylights  renev/ed:  1 

Defective  Main  House  Doors  renewed;  3 

Reconstruction  of  Outbuildings:  2 

Provision  of  Handrails;  1 


In  all  cases  where  grant  aid  is  approved  the  ox,;ner  lias  either 
removed  or  replaced  the  waste  water  closet  by  the  installation 
of  a fresh  water  closet. 


3.  WAM 


Sampling  Results: 

The  Department  submitted  twenty-nine  samples  of  the  two  Town's 
Water  Supplies  for  Bacteriological  Examination  and  the  follov/ing 
are  the  re suits ;- 


Number 


9 

1 

1 

1 

1 

1 


11 

1 

1 

1 

1 


Probable  Number  per  100 

Blear  a Supply 

Goliform  bacilli 

0 

1 

1 

3 

13 

9 

Kelbrook  Supply 

0 

5 

3 

1 

1 


Pact,  coli. (type  l) 

0 

1 

0 

0 

13 

9 


0 

5 

0 

0 

1 
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The  Graven  Water  Board  has  progressed  vjith  the  sinking  of  a new  bore 
hole  at  Hodge  Clough,  Bleara  Moor,  Earby, 

The  bore  hole  has  been  sunk  to  a depth  of  395  feet  and  is  considered 
to  be  of  sufficient  depth  for  test  punping  to  commence. 

P lumbo- s o Ive  ncy 

Bleara  Supply- 


After  standing  in 

pipe  all  night 


After  standing  in  pipe 

for  a measured  period 

of  ha If  an  hour ; - 


Lead  content: 

pH  value : 

Lead  content: 

pH  vail 

0.05  p.p.m. 

6,5 

0.03 

6.6  p.; 

Nil 

7.1 

Nil 

6.9  p.; 

Nil 

7.1 

Nil 

7.1  Pv 

Kelbrook  Supply 

Nil 

8.8 

Nil 

8.8 

Nil 

9.1 

Nil 

9.0 

Chemical  Analyses 

Bleara  Supoly: 

p.p.m. 

Kelbrook  Supply: 

p.p.m. 

Total  Solids 

140 

Total  Solids 

140 

Chloride 

13 

Chloride 

16 

Sulphate 

28 

Sulphate 

— 

Alkalinity  as 

Alkalinity  as 

CaCo^ 

22 

CaCo^ 

46 

Total  Hardness 

60 

Total  1-fe.rdness 

55 

Permanent  Hardness 

38 

Permanent  Hardness 

9 

Temporary  Hardness 

22 

Temporary  Hardness 

46 

Lead,  Copper , > Zinc 

Nil 

•Lead,  Copper,  Zinc 

Nil 

Iron 

0.1 

Iron 

Nil 

Manganese 

Nil 

I'langanese 

Nil 

Free  Ammonia 

0.01 

Free  Ammonia 

0.02 

Albuminoid  .liTmionia 

0.01 

Albuminoid  Ammonia 

0.02 

Nitrous  Nitrogen 

Nil 

Nitrous  Nitrogen 

Nil 

Nitric  Nitrogen 

0.1 

Nitric  Nitrogen 

0.32 

pH  7.0 

pH  8.6 

p.m. 

p.ra, 

p.m. 


The  Analyst’s  report  is  as  follows 
’These  waters  are  of  good  organic  purity’. 
Fluoride  Content 


The  Craven  VJater  Board  has  provided  the  following  infonnation:- 
Bleara  Supply?  Kelbrook  Supply; 


Fluoride 


0,1  p.p.m. 


Fluoride 


0,1  p.p.m 
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V/ater  Supply:- 


The  mains  water  supply  within  the  Urban  District  is  provided  and 
maintained  by  the  Craven  Water  Board,  The  sources  of  supply  are 
as  follows 

There  are  two  reservoirs  above  Earby,  and  one  at  Kelbrook, 
Bawhead  Storage  Reservoir 


Gapacity 
Top  Water  Level 
Bottom  I'Jater  Level 
Depth 

Bleara  Storage  Reservoir;- 

Ga pa city 

Top  Water  Level 

Bottom  V/ater  Level 


3,745  million  gallons 

848  feet 
833  feet 

15  feet 

3,615  million  gallons 
865.5  feet 

849  feet 


Depth 

Kelbrook  Storage  Chamber;- 

Capacity 

Top  Water  Level 

Bottom  V/ater  Level 


16.5  feet 

149,000  gallons 
657  feet 
646  feet 


Depth  11  feet 

The  three  supplies  are  inter-connected  a,t  the  main, 

A supply  from  Els  lack  reservoir  carried  by  a six  inch  main  and 
connected  into  the  Bawhead  and  Bleara  main  is  availhible  in  times 
of  emergency. 

The  water  supply  in  normal  times  is  sufficient  in  quantity  and 
satisfactory  in  quality. 

Number  of  dwelling houses  supplied  from  public  mains s 1881 
Number  of  dwellinghouses  supplied  from  stand  pipes;  Nil 
Number  of  population  supplied  from  public  water  mains;  4934 


4.  PUBLIC  SWPIMIVIC  BATHS; 

There  are  no  public  or  private  swimming  baths  within  the  Urban 
District, 
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5*  SEI'ERAGE  x'iND  SEWAGE  DISPOSAL; 

The  management  of  the  sewage  disposal  works  is  undertaken  by  the 
Council's  Engineer  and  Surveyor, 

No  extension  to  the  works  has  taken  place  during  the  year.  No 
extensions  are  proposed  in  the  forthcoming  year, 

IbrticuJars  of  new  sewers  constructed  during  the  year;- 

310  yards  of  6”  foul  water  sewer 
and 

150  yards  of  surface  water  sewer 

There  was  one  septic  tank  installs. tion  during  the  year.  This  was 
in  connection  with  the  conversion  of  two  agricultural  cottages 
into  a single  house. 


Summary  of  Waste  Water  Closets  either  removed  or  converted  to  Fresh 

VJater  Closets? 


Water  Closets  and  the  number  of  additions.!  Water  Closets  provided 


dtiring  the  year; 

No,  of  Waste  Water  Closets  31st  December,  196?!  480 

No,  of  Waste  Water  Closets  removed  but  not  replaced 

by  Fresh  Water  Closets:  12 

No,  of  Waste  Water  Closets  replaced  by  Fresh  Water  Closets:  7 

No,  of  Waste  Water  Closets  31st  December,  196B:  461 

Other  Water  Closets  provided:  32 

No,  of  Earth  Closets  removed  and  alternative  provision 

made  by  the  provision  of  a Water  Closet  and  drainage 

to  Septic  Tank:  1 


6.  FACTORIES : 

There  are  34  mechanical  and  4 non-mechanical  factories  within  the 
District, 

65  inspections  were  carried  out  to  factory  premises  during  the  year, 
1 outworker  premises  were  notified  during  the  year;  viz:- 

making  up  of  overalls 

The  one  outworker  premise  was  visited  and  the  premise  vras  found  to 
be  satisfactory. 


33. 

S-ummary  of  Contraventions  Found: 


Insufficient 

Lack  of 

Insufficiont 

Mot  marked 

Insufficient 

Sanitary 

Cleanli- 

Ventilation; 

as  to  sex; 

Lighting:; 

Accommodation; 

7 

ness ; 

15 

3 

2 

8 

The  contraventions  were  brought  to  the  notice  of  the  management. 

It  is  generally  found  that  no  fixed  routine  is  adopted  by  management 
in  carrying  out  the  cleansing  and  decoration  of  walls  and  ceilings 
etc,  of  sanitary  conveniences  in  connection  with  factories.  The 
cleansing  of  floors  and  fittings  does  seem  to  receive  regular  weekly 
a.ttention  in  most  factories. 

During  the  year  one  of  the  larger  weaving  sheds  closed  do\m  to  be 
opened  again  later  in  the  year  by  a new  firm  carrying  out  specialised 
manufacturing  processes  in  connection  with  the  cloth  trade, 

A completely  new  factory  for  the  manufacture  of  bricks  was  constructed 
at  Sough,  Earby.  The  plant  was  brought  into  production  during  the 
year.  The  plant  is  completely  dustless  and  an  oil-fired  heating 
system  is  employed.  No  nuisance  has  arisen  from  the  working  of  the 
plant. 
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Office,  Shops  and  Railway  Premises; 

No  accidents  were  reported  to  the  department  during  the  year.  There 
were  no  applications  for  exemption  in  respect  of  sanitary  conveniences, 
running  water,  overcrowding  or  temperature. 

There  were  five  cases  in  which  it  was  necessary  to  give  final  xTarning 
of  intentions  to  adopt  statutory  measures  to  enforce  compliance  with 
the  Act.  Four  cases  involved  multiple  owned  shops.  All  premises 
coming  within  the  scope  of  the  Act  within  the  District  are  registered. 


8,  FOOD  AND  DRUGS  ACT,  1955; 

Food  Hygiene  (General)  Regulations,  1960. 

Number  of  Premises ; 


Category; 


Number: 


Complying  Number  to 

with  Reg,  16;  which 

Regulation 
19  applies: 


Premises 
fitted  to 
comply  with 
Reg,  19: 


Butchers  7 6 

Preserved  Food  3 3 

Fish  Fryers  5 5 

Wet  Fish  3 3 

Greengrocers  4 4 

Grocers  and 

Mixed  Business  14  14 

Bakehouses  4 3 

Confectioners  5 5 

Sweets  and 

Tobacco  10  10 

Cafes  2 2 

LicerxSed  Premises  9 4 

Premises 

Registered  for  the 

sale  of  Ice-cream  13  13 

Ice-cream  Factory  1 1 

School  Kitchens  1 1 

School  Serveries  3 3 


7 

3 

5 

3 


7 

3 

5 

3 


14  U 

4 4 

5 5 


2 2 

9 9 


1 

1 

3 


1 

1 

3 


Factory  Canteens 


5 


5 


5 
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There  has  been  one  case  of  food  poisoning  reported  during  the  year. 

The  case  v/as  an  employee  of  an  air  line  permanently  engaged  in  foreign 
travel,  infection  could  not  be  traced  to  any  local  source. 

There  are  thirteen  premises  registered  for  the  sale  or  storage  for 
sale  of  ice-cream. 


There  are  five  licensed  premises  at  which  catering  is  carried  out. 
There  are  no  offensive  trades  in  operation  v;ithin  the  district. 
Ice-cream; 


Number  of  factory  premises  manufacturing  ice-cream  for  sale  1 

Number  of  premises  registered  for  the  sale  of  pre-packed 
ice-cream  12 

Number  of  premises  registered  for  the  sale  of  loose  ice-cream  1 

Sampling  - Bacteriological  Examination; 

Twenty- two  ice-cream  samples  i<^ere  taken  during  the  year. 

The  results  of  samples  taken  were  as  follov/s:- 


Number ; 

19  ilighly  satisfactory 

2 Satisfactory 

1 Unsatisfactory 

Food  Inspections; 

Tins  of;- 

Cherries 
Ambrosia  Sago 
Peas 

Ambrosia  Rice 

Heinz  Beans 

Heinz  Baby  Foods 

Pineapples 

Pears 

Apples 

Peaches 

Tomatoes 

Beef  Steak 

Orange  Juice 

Damsons 

Mandarin  Oranges 
Blackcurrants 
Pineapple  Juice 
Victoria  Plums 


Provisional  Grade; 


4 

7 

12 

1 

1 

3 

75 

80 

1 

25 

11 

1 

1 

1 

40 

2 

2 

6 


Beef  Steak 


70  lbs. 
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In  cases  where  the  department  has  found  food  to  be  unfit  for  human 
consiimption,  disposal  has  taken  pla.ce  at  the  Council's  tip*  In  all 
cases  the  proprietors  of  food  establishments  irio.ve  informed  the 
department  and  voluntarily  surrendered  the  food  for  disposal* 

There  are  no  slaughterhouses,  either  public  or  private  within  the 
Urban  District*  There  are  seven  slaughtermen  licensed  ‘.dth  the 
Local  Authority  under  the  provision  of  the  Slaughter  of  Animals 
Act,  1958. 


FOOD  AHD  DRUGS  ACT.  1955.  and  FOOD  HYGIENE  (Gj..NKRAL)  RL^GULATIOHS  . I960. 
Sunmaiy  of  Provisions  Carried  Putt- 
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9.  MILK: 

There  are  twelve  distributors  of  milk  within  the  Urban  District 
categorised  as  follows:- 


(a) 

Producer  Retailers 

10 

(b) 

Distributors 

2 

The  two  distributors  receive  their  supplies  from  Associated 
D&iries  Ltd.,  and  North  East  Lancashire  Dairies  Ltd, 

The  results  of  milk  samples  submitted  to  test  by  the  Public  Hea.lth 
Department  of  the  West  Riding  of  Yorkshire  County  Council  are  as 
follows:- 


Number: 

Class  of  Milk: 

Methylene 
Blue  Test: 

Phosphatase  Brucella 
Test:  Abortus 

Ring  Test: 

24 

Untreated 

Pass 

Negative 

2 

Untreated 

Pass 

Positive++ 

4 

Pasteurised 

Pass 

Pass 

RESULT : 

Pasteurised: 

Satisfactory: 

Unsatisfactory 

4 

4 

- 

Untreated: 

Satisfactory: 

Unsatisfactory 

26 

24 

2 

Investigations  were  carried  out  with  regard  to  the  unsatisfactory 
samples. 


10,  There  are  no  egg  pasteurisation  plants  within  the  Urban  District, 

11,  There  are  no  poultry  processing  premises  within  the  Urban  District. 


12.  HAIRDPcES.SERS  AND  BARBERS; 

West  Riding  County  Council  (General  Powers)  Act,  1951* 

There  are  two  male  and  seven  female  hairdressing  establishments 
within  the  district.  Fifteen  inspections  of  the  premises  were  made 
and  all  establishments  were  found  to  be  satisfactory. 
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13.  REFUSE  COLLECTION  AMD  DISPOSAL; 

Staff;  Refuse  Collection  - Foreman/Driver  1 

Loaders  3 

Salvage  Department  - Baling  Press 

Operator  1 

Disposal  - Tip  Attendant  1 

Total:  6 

Equiunent; 

Refuse  Collection  Vehicles;  1 


Type:  Karrier  Rajnillies  with  continuous 
rear  loading  mechanism. 

Capacity;  20  cubic  yards. 

Age : 3 years  5 months . 

Test  'teigh;  Tons,  Cuts,  Qrs, 

Net  weight  of  Refuse;  1 15  0 

Disposal  Equiment; 

Crawler  Tractor;  1 

Type;  Bristol  Duplex  with  inter- 
changeable buckets  and  special 
output  angle  dozer  blade.  Tractor 
fitted  with  all  weather  cab. 

Age:  1 year  9 months. 

Refuse  Collection; 

A weekly  collection  of  refuse  has  been  maintained  throughout  the  year 
other  than  expected  overlap  after  holiday  periods. 

It  is  noteworthy  that  the  outside  staff  has,  but  for  one  instance  of 
a member  being  away  from  duty  through  illness  for  a period  of  one 
week,  maintained  a full  complement  of  staff  throughout  the  year. 

No  adjustment  of  working  hours  was  made  in  consideration  of  British 
Standard  Time  and  experience  has  shown  that  this  arrangement  has 
had  no  adverse  effect  on  the  collection  service. 

Refuse  Disposal; 

Booth  Bridge  Tip  - provides  satisfactory’-  tipping  facilities.  The 
British  Duplex  Tractor  is  giving  good  service  and  coping  well  with  all 
refuse  loads  delivered  to  the  tip.  In  addition,  the  tractor  is 
capable  of  stripping  and  stock  piling  top  soil  ready  for  surface  treat- 
ment, During  the  summer  months  approximately  250  tons  of  sewage 
sludge  was  tipped  and  graded  by  the  tractor  over  a completed  area  of 
the  tip. 
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This  was  experimental  in  natiire  and  due  to  the  glutinous  nature  of 
the  sewage,  top  soil  and  ash  were  added  to  the  material  which 
greatly  assisted  levelling  and  grading, 

Wysick  Tip  - almost  two  acres  of  tip  has  been  levelled,  soiled  and 
graded.  The  entrance  field  gnte  and  fencing  has  been  renewed,  A 
small  area  remains  to  be  soiled  s-nd  graded  to  complete  the  work, 
after  which  the  land  can  be  returned  to  the  owner. 


Refuse  Removal  and  Disposal; 


Statistics; 

House  refuse  and  trade  refuse 
collected; 


Tons 

1,958 


Special  re-chargeable  trade 


refuse  collected; 

Total; 

Expenditure  ;- 

Refuse  Collection; 

Hages  and  Bonuses; 

Haulage ; 

Tools,  Implements  and  Repairs; 

Out  sea verging  - Kelbrook; 

Rent,  Rates  and  Insurance; 

Depot  Repairs; 

Protective  Clothing; 

Loan  Cliarges; 

Disposal  - Tips; 

Vfages: 

Repairs  and  Maintenance; 

Rents,  Rates  and  Insurance; 

Loan  Charges; 

Tractor,  Repairs  and  Maintenance; 
Levelling  and  Re-seeding; 

Income ;- 

Waste  Paper,  Metal  etc: 
Re-chargeable  Work; 

Tipping  Charges: 

Rent  of  Land: 

Other  Income: 

NET  COST;- 

Summary  of  Salvage  Sold:- 

Fibre board; 

Mixed  Baled  Waste  Paper: 
Newspaper; 

Light  Scrap  Iron: 

Rags: 

Aluminium: 


142 

2^00 


£, 

s. 

d. 

3,922 

17 

0 

2,008 

7 

2 

15 

11 

3 

6 

13 

4 

88 

18 

10 

437 

10 

9 

54 

17 

9 

U..  ■ 

12 

9 £6,549  8 10 

1,009 

11 

7 

1,144 

15 

1 

6 

5 

10 

45 

6 

5 

95 

1 

1 

44 

8 

9 £2,345  8 9 

973 

0 

11 

585 

0 

3 

33 

4 

2 

3 

18 

0 

69 

4 

0 £1,664 

7 

4 

£7,230 

10 

Tons 

Cwts 

. Qrs. 

4 

6 

1 

103 

4 

0 

17 

1 

3 

13 

2 

1 

8 

3 

6 

0 
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U.  MOVABLE  DWELLINGS,  CARiWM  SITES  AND  CONTROL 
OF  DEVELOPMENT  ACT,  I960. 

There  are  no  licensed  caravo.n  sites  within  the  District. 

There  were  four  cases  of  caravans  being  stationed  on  land  without 
approval  within  the  District  during  the  year.  The  department  yrsts 
successful  in  resolving  the  matter  without  recourse  to  statutory 
action. 

Two  applications  for  the  establishment  of  caravan  sites  were  received 
during  the  year.  Planning  permission  was  refused  in  both  cases, 

15,  PUBLIC  health  A]!^D  HOUSING  ACTS,  1967, 


Defects  outstanding  31»12.67!  16 
Defects  found  during  1968:  43 
Defects  remedied  during  1968;  30 
Defects  outstanding  31.12,68;  29 


Informal  Notices  outstanding  31,12.67;  4 
Informal  Notices  served  during  1968;  28 
Informal  Notices  complied  with  during  1968:  22 


Statutory  Notices  outstanding  3l.12.67:  - 

Statutory  Notices  served  during  1968:  - 

Statutory  notices  outstanding  31,12.68:  - 

There  are  no  common  lodging  houses  within  the  Urba.n  District, 

CIEAN  AIR  ACT; 

Difficulties  persisted  during  the  early  part  of  the  year  in  overcoming 
the  emission  of  offensive  effluvia  by  a firm  of  plastic  manufacturers 
from  a plasticer  plant. 

Various  measures  had  been  adopted  by  the  manufacturers  of  the  ple.nt 
to  overcome  the  offensive  emissions  but  the  measures  proved  in- 
effective. 

During  February  the  exhaust  stack  was  ra,ised  60  feet  allowing  much 
improved  and  wider  dispersal  of  effluvia  to  the  atmosphere.  To  a 
greater  degree,  this  measure  lias  proved  successful  and  no  further 
complaints  have  been  received. 

Of  the  six  boiler  plants  in  connection  with  the  larger  manufacturing 
premises  within  the  District  there  has  been  a marked  decrease  in  the 
number  of  occasions  when  black  smoke  was  emitted  from  the  plant. 


The  department  endeavo-urs  to  visit  and  discuss  the  occurrence  of  smoke 
emissions  with  boiler  plant  operators  as  early  as  possible,  during  or 
shortly  after  the  emissions  have  occurred.  There  is  good  co-opcration 
between  plant  engineers,  boiler  plant- operators  and  the  department, 

NOISE  ABATEiiEMT; 

Two  noise  complaints  wore  investigated  during  the  year.  In  both  cases 
the  source  was  from  compressor  pln.nts  installed  in  factories  at  Earby 
and  Kelbrook, 

Management  of  both  factories  provided  silencers  to  the  plant  which 
reduced  the  degree  of  noise  to  acceptable  levels. 

At  both  factories  shift  x/orking  had  been  introduced  requiring  the 
plants  to  be  operative  during  the  night  and  it  was  at  this  time  that 
audibility  was  more  pronounced  resulting  in  the  complaints  received. 


RODENT  AND  OTIffiR  FEST  CONTROL; 

VJarfarin  bait  is  used  with  success  for  all  rat  infestations,  Alphakil, 
in  most  cases,  rapidly  clears  up  mice  infestations. 

The  depo.rtment  has  spent  considerable  time  and  effort  in  the  field  of 
rodent  control  during  the  year  and,  in  addition  to  dealing  with  day 
to  day  complaints  of  rat  and  mice  infestation,  has  carried  out  a 30% 
sewer  treatment  within  Kelbrook  and  Earby  District  using  FLUORAKIL  3 
prepared  rodenticido.  The  effectiveness  of  the  treatment  is  difficult 
to  assess  unless  re-inspections  arc  undertaken.  However,  reports 
by  the  sevra.ge  works  staff  of  a noticeable  increase  of  rat  bodies  at 
the  works  indicates  that  some  measure  of  success  has  been  achieved. 

Other  Pest  Control; 

The  department  received  complaint  during  the  year  with  regard  to  the 
increasing  number  of  feral  pigeons  roosting  at  a hotel  in  Earby,  It 
was  estimated  that  in  excess  of  300  birds  v/ere  roosting  at  the  premises. 

The  birds  were  encouraged  by  the  occupier  of  the  hotel  in  that 
sufficient  food,  mixed  grain,  was  daily  fed  to  the  birds.  Difficulty 
arose  in  persmding  the  occupier  that  any  treatment  carried  out  v;ould 
be  painless  to  the  birds. 

Probaiting  was  carried  out  on  five  consecutive  mornings  prior  to  the 
final  narcotized  bait  laying  on  31st  May,  1968.  Baiting  treatment  was 
carried  out  between  2,45  a,m,  and  3»45  a,m,  each  day.  The  final  treat- 
ment, using  Alphachloralose  and  mixed  grain,  (under  licence),  resulted 
in  the  collection  of  117  birds. 

Follow-up  treatments  would  be  necessary  to  ensure  complete  success. 

The  occupier  refused  to  allow  any  further  treatments  and  in  fact 
continued  to  provide  da.ily  feed  for  the  birds. 

The  exercise  was  carried  out  in  co-operation  with  the  Pest  Officer 
of  the  Ministry  of  Agriculture,  Fisheries  and  Food, 
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17.  & 

18.  PET  ANIMALS  ACT.  1951. 

AND^iAL  BOARDING  ESTABLISHMENTS  ACT.  1963. 

One  of  the  two  licensed  Pet  shops  was  discontinued  during  the  year. 

There  is  one  Animal  Boarding  Establishment  licensed  within  the 
District. 

The  one  Pet  Shop  and  Animal  Boarding  Establishment  were  found  on 
inspection  to  be  well  run  and  to  comply  with  the  provisions  of  the 
Acts, 

The  Animal  Boarding  Establishmbnt  is  situated  at  Kelbrook,  is 
contained  in  premises  converted  from  farm  buildings  and  is  surrounded 
by  open  fields.  The  premises  and  location  are  considered  to  be 
ideal  for  such  an  establishment, 

19.  SCHOOLS: 

Frequent  inspections  have  been  made  of  all  schools  within  the  Urban 
District.  There  is  one  Jmior  School  in  Earby,  two  County  Primary 
Schools,  one  in  Earby  the  other  in  Kelbrook  and  school  premises  in 
Earby  conti*o21ed  by  the  Bamoldswick  Secondary  Modem  School. 

It  was  necessary  to  bring  to  the  notice  of  the  Education  Department 
several  defects  found  and  incidental  to  each  school  premise.  In 
the  main,  the  defects  were  in  relation  to  external  sanitary 
conveniences. 

Generally,  facilities  provided  within  the  school  main  buildings 
were  found  to  be  satisfactory.  External  conveniences  leave  much  to 
be  desired  and  as  adequate  indoor  conveniences  exist  at  all  schools, 
retention  of  external  facilities,  exposed  to  acts  of  vandalism  and 
' inclement  weather,  would  seem  to  be  an  expensive  and  unnecessary 
liability. 


I 
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SILSDEN  URBAN  DISTRICT  GOUNGIL 
SANITARY  GIRGIMSTANGES  CF  TliE  AREA 

PUBLIC  HEALTH  INSPECTOR «S  REPORT 

1.  INSPECTIONS; 

Animal  Boarding  Establishments  2 

Noise  Nuisances  6 

Water  Supply  33 

Drainage  and  Drain  Testing  94 

Stables  and  Piggeries  8 

Offensive  Trades  11 

Tents,  Vans,  Sheds  52 

Factories  - with  power  7 

without  power  1 

Outworkers  Premises  2 

Bakehouses  14 

Public  Conveniences  26 

Refuse  Collection  79 

Refuse  Disposal  105 

Prevention  of  Damage  by  Pests  Act  l6 

Smoke  Observations  7 

Schools  5 

Shops  9 

Scrap  Metal  Dealers  Act  4 

Miscellaneous  Sanitary  Visits  24 

Trunk  Sewer/Recorder  92 

Visits  to  new  buildings  under  Building  Regulations 
and  Byelaws  erections  and  alterations  196 

Council,  Committee  and  Sub-Committee  Meetings  33 

Farms  l6 

Offices,  Shops  and  Railway  Premises  Act  14 

Petroleum  installations  18 

Civic  Amenities  Act,  1967  3 

HOUSING  fflSPECTION  PUBLIC  HEALTH  ACT; 

Number  of  houses  inspected  8 

Number  of  visits  to  above  houses  10 

HOUSING  ACT; 

Number  of  houses  inspected  9 

Visits  paid  to  above  houses  14 

Overcrowding  3 

Verminous  premises  2 

Infectious  Disease  enquiries  - 

Miscellaneous  housing  visits  including  Council  house 
maintenance  431 

Rent  Act 

MEAT  AND  FOOD  INSPECTION; 

Grocers  shops  8 

Butchers’  shops  12 

Greengrocers,  fishmongers,  fruiterers  8 

Dairies  and  Milk  shops  6 
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Other  food  shops  10 
Cafes  6 
Public  Houses  6 
Ice-cream  premises  10 


2.  HOUSING 


Number  of  dwellinghouses  in  the  district  2,176 

Back-te-back  houses  55 

New  dwellings  completed  during  the  year:- 

By  the  Local  Authority  Nil. 

By  private  enterprise  12 

Number  of  houses  included  in  Representations  made  during  year;- 

In  Clearance  Areas  7 

Individual  Unfit  Houses  2 

Unfit  houses  closed  under  Section  l6(4)  Housing  Act,  1957  1 

Houses  demolished  Nil 

Estimated  number  of  unfit  houses  at  31st  December,  1968  in 
respect  of  which  no  representation  has  yet  been  made  12 

New  cases  of  overcrowding  reported  Nil 

Unfit  houses  made  fit  and  houses  in  which  defects  were  remedied 

After  informal  action  11 

After  formal  action  iinder  (a)  Public  Health  Acts  1 

(b)  Housing  Acts  Nil 


Grants  for  Conversion  or  Improvement  of  Housing  Accommodation i 


Discretionary  Grants 

Applications  Applications 
Received  Aonroved 

Owner 

Occupiers 

Tenanted 

Houses 

Number 

Completed 

Total 

Grants 

Paid 

£1,039 

5 5 

Standard  Grants 

4 

1 

5 

Apps.  Apps.  Apps, 

Owner 

Tenanted 

Niimber 

Total 

Grants 

Paid 

£1,473 

Received  i^ooroved  Refused 

Occupiers 

Houses 

Completed 

16  15  1 

11 

4 

12 

Seven  imfit  dwellinghouses  in  Walker's  Place  were  represented  for 
inclusion  in  a Clearance  Area,  A Compulsory  Purchase  Oixier  was  made 
and  this  was  confirmed  by  the  Ministry. 

Representations  were  also  made  on  two  individual  unfit  houses.  In 
both  instances  statutory  undertakings,  that  the  houses  would  not  be 
relet  for  human  habitation,  were  accepted. 

No  new  Council  houses  have  been  built  during  the  year  but  the 
tenancies  have  changed  in  31  existing  houses.  Of  these,  1 was 
sold,  11  used  to  rehouse  existing  tenants  and  19  new  housing 
applicants  were  rehoused, 

A scheme  has  been  approved  for  the  conversion  of  2 adjacent  3 
bedroomed  houses,  on  the  Gloucester  Avenue  Estate,  into  4 flats. 
These  will  comprise  2 first  floor  1 bedroomed  flats  and  2 ground- 
floor  bedsitters.  These  will  provide  much  needed  old  people's 
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accommodation,  and  ultimately  they  will  be  included  in  the  Gloucester 
Avenue  Warden’s  Scheme,  Loan  Sanction  and  an  improvement  grant  have 
been  obtained  from  the  Ministry  and  the  work  is  now  proceeding. 

Private  building  has  been  limited  to  2 estates  and  only  12  dwellings 
have  been  completed  during  the  year.  Outline  planning  permission 
has  been  granted  for  the  development  of  a further  23  acres  on  Howden 
Road,  for  housing  purposes, 

3.  MOVABLE  DWELLD1GS 

Cringles  Caravan  Park 

This  site  has  been  enlarged  and  now  has  accommodation  for  22  holiday 
and  70  residential  vans. 

The  holiday  site  has  bec,n  used  solely  by  touring  vans,  usually 
staying  only  one  or  two  nights,  whilst  visiting  the  neighbouring 
Yorkshire  Dales  and  Bront eland. 

Brown  Bank  Caravan  Site 

The  number  of  caravans  permanently  stationed  on  this  holiday  and 
recreational  site  remains  fairly  constant  at  around  60.  Again  there 
was  an  influx  of  touring  vans  during  the  holiday  season. 

There  were  2 individual  caravans  licensed  in  the  area. 

-Ill  these  sites  were  visited  during  the  year.  The  sites,  sanitary 
conveniences,  water  supplies  and  drainage  were  all  found  to  be 
satisfactory. 


4.  W-.TER  SUPPLIES 


The  water  supply  to  the  main  area  of  the  town  is  provided  and 
maintained  by  Bradford  Corporation  Water  works  Department,  who  have 
improved  and  renewed  considerable  lengths  of  water  main  during  the 
year. 

Detailed  plans  have  been  approved  for  the  construction  of  a new 
service  reservoir,  water  treatment  plant,  together  with  2 dwellings 
for  the  staff,  at  the  Cringles  reservoir  site.  It  is  proposed  to 
connect  the  foul  drainage  from  the  houses  and  waste  washings  from  the 
treatment  plant  with  the  towns  sewerage  system. 

The  private  water  supply  to  Brunthwaite  and  Swartha  still  remain 
inadequate  and  unsatisfactory.  Financial  restrictions  have  again 
prevented  the  laying  of  the  new  main  to  Brunthwaite  by  Bradford 
Corporation, 

Details  of  water  samples  taken  by  this  Authority  during  the  year  are;- 


Chemical 

Plumbo-S  ol vency 

Bacteriological 

Sat.  Unsat. 

Sat . 

Unsat. 

Sat,  Unsat. 

Public  Supply 

— — 

9 

1 

7 

Private  Supplies 

1 2 

- 

- 

14  6 

Total 

1 2 

9 

1 

21  6 

The  fluoride  content  of  the  mains  water  when  last  analysed  was 
0,1  part /mil. 
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One  outlying  farm  has  installed  a private  borehole  supply  during 
the  year. 


5.  SEWEEilGS  .'IND  SEWi.GE  DISPOSAL 

The  syphons  on  the  tiunk  sewer  and  the  flow  recorder  have  worked 
quite  satisfactorily  during  the  year  and  the  grit  chamber  has 
been  emptied  once  a month. 

The  three  storm  water  overflow  tanks  have  been  cleaned  out  and  the 
storm  water  overflows  on  the  sewers  have  been  inspected  and  the 
valves  serviced. 

Frequent  blockages  have  occurred  on  the  sewer  from  Swartha.  The 
section  affected  was  part  of  the  original  drainage  from  the  hamlet 
and  was  generally  in  poor  condition.  A 60  yard  length  wa.s  eventually 
relaid  in  6"  pitch  fibre. 

Four  waste  water  closets  have  been  converted  to  W.C.’s  with  the 
aid  of  the  £10  grant,  offered  by  the  Council  for  such  conversions. 
Three  tipler  closets  have  been  abolished  as  a result  of  Improvement 
Grant  work. 

i*  private  sewage  disposal  plant  has  been  constructed  to  serve 
Riddlesden  Golf  Club  House  and  adjacent  properties.  Septic  tanks 
have  been  provided  for  two  farm  houses  as  part  of  general 
improvement  schemes. 

J.  Haiste  & Partners  Ltd. , Civil  Engineers  of  Leeds,  have  prepared 
a detailed  scheme  and  the  estimated  cost  of  the  proposed  new  surface 
water  sewer  on  Howden  Road.  They  are  examining  the  effects  of  a 
proposed  road  bye-pass  on  the  scheme,  before  submitting  details  to 
the  Ministry  for  Loan  Sanction. 


6.  f;.ctories  .imp  workplaces 


The  number  of  registered  factories  was  45*  Occasional  inspections 
were  made  and  minor  defects  found  in  connection  with  toilet 
facilities.  These  were  all  remedied  without  recourse  to  statutory 
action. 

The  burling  and  mending  of  worsted  cloth  was  carried  out  in  the 
houses  of  three  outworkers. 


7.  SCHOOLS 


There  has  been  no  alteration  in  the  information  given  in  previous 
reports  concerning  the  schools  in  the  area.  The  accommodation  at 
the  Aire  View  Primary  School  is  still  grossly  inadequate  and  a 
niimber  of  classes  are  still  accommodated  in  Sunday  School  premises 
in  the  town. 

A new  toilet  block  has  been  completed  at  the  Hothfield  Street 
School. 

Inspections  have  been  made  of  the  canteens  and  toilet  accommodation. 
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8.  KEEPING  OF  mmALS 

Two  premises  were  licensed  under  the  Animal  Boarding  Establishment 
Act,  1963.  One  of  these  was  fully  occupied  housing  dogs  for  the 
R.S.P.G.A.  and  the  Police.  The  other  establishment  was  occasionally 
used  for  accommodating  domestic  pets.  Some  improvements  are  at 
present  being  carried  out  to  the  feline  accommodation  at  this 
e stablishment • 

There  are  no  premises  licensed  under  the  Pet  Animals  Act,  1951. 

9.  PLAGES  OF  ENTERTAINIiSNT 

There  has  been  over  a 20%  increase  in  general  bookings  of  the  Town 
Hall  during  the  year. 

These  well  equipped  premises  are  used  regularly  for  dances,  dinners, 
receptions  and  by  the  local  music  and  dancing  clubs. 

An  additional  toilet  has  been  provided,  adjacent  to  the  kitchen, 
for  the  use  of  the  catering  staff. 

There  are  six  public  houses  and  three  licensed  clubs  in  the  town. 

10.  SMOIvS  ABATEMEiNT 

Observations  have  been  made  on  factory  chimneys.  No  case  of 
serious  emission  has  been  observed  and  no  statutory  action  has 
been  necessary. 

There  are  no  smoke  control  areas  in  the  town  but  it  would  appear 
that  the  general  trend,  towards  the  use  of  gas  or  electricity  as 
a domestic  fuel,  has  continued. 

The  Council  have  installed  complete  gas  heating  in  four  converted 
flats  on  Gloucester  Avenue, 

Approved  solid  fuel  burning  appliances  have  been  installed  in 
Council  Houses,  when  the  replacement  of  the  existing  grates  has 
been  necessary, 

11.  QFFEHSIVB  TRiiDES 

There  is  only  one  offensive  trade  carried  on  in  the  district.  This 
is  a tanner^'",  which  is  situated  on  the  outskirts  of  the  town.  No 
nuisance  has  occurred  during  the  year, 

12.  REFUSE  COLLECTION  AND  DISPOS.JL 

A weekly  collection  of  household  refuse  has  been  made  from  the 
built  up  area  of  the  town  and  from  Cringles  Caravan  Park, 
Brunthwaite,  Swartha  and  the  immediate  surrounding  area  have  been 
collected  every  fortnight.  Other  farms  and  dwellings  around  the 
outdistricts  have  been  collected  every  six  weeks. 
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A Ramillies  20  cubic  yard  compression  vohicle  was  used  in  the 
Town  centre  with  a 12  cubic  yard  Karrier  Dual-tip,  collecting 
the  remaining  areas.  Seven  men  were  employed  on  all  the  collection 
and  disposal  work. 

One  of  these  men  was  employed  on  the  collection  and  baling  of 
waste  paper,  which  was  sold  as  mixed  waste,  157  tons  8 cwts.  was 
disposed  of  during  the  last  financial  year,  a 12%  increase  over 
the  previous  year.  A salvage  bonus  was  paid  to  the  men. 

ill!  the  refuse  was  disposed  of  by  semi-controlled  tipping  on  the 
Keighley  Road  Tip.  A highways  department  tractor  was  used 
periodically  for  levelling  and  straightening  up  the  tip  surface, 

A fire  occurred  on  the  tip  in  August  and  trenches  had  to  be 
excavated  before  it  could  be  extinguished. 

Since  Section  18  of  the  Civic  iimenities  Act,  19^7  became  operative, 
the  Council's  Tip  in  Keighley  Road  has  been  available  for  the 
disposal  of  refuse.  The  ga.tes  were  left  unlocked  at  weekends  so 
that  the  facility  could  be  used  by  the  general  public. 

One  abandoned  vehicle  has  been  removed  from  the  roadside  and  disposed 
of. 


13.  RODENT  CONTROL 

No  serious  infestation  has  been  found  anywhere  in  the  district,  and 
the  Council's  part  time  operative  has  treated  all  minor  infestations, 
when  complaints  have  been  received, 

A treatment  of  25%  of  the  sewer  manholes  was  carried  out  during  the 
summer  months.  Very  little  infestation  was  found. 

The  refuse  tip  and  its  surrounds  have  been  treated  regularly  with 
’-Warfarin  and  an  additional  treatment  was  carried  out  in  October, 
using  arsenious  oxide. 

Warfarin,  with  pinhead  oatmeal  and  preservatives  has  been  the  poison 
generally  used  against  rats,  with  "Alphakil"  being  used  for  mice 
infestations. 

Seven  fams  in  the  outlying  areas  have  had  inspections  and  treatments 
under  contract  from  Skipton  Rural  District  Council,  who  employ  a 
f\ill  time  rodent  operative. 


14.  R.X  FLOCK  IMH  OTHER  FILLING  M^TERIiiLS  ACT.  1951. 


No  action  necessary. 


15.  D^SPECTIONS  AITO  SUPERVISION  OF  FOOD 

One  producer  retailer,  4 roundsmen  and  7 shops  were  licensed  as 
milk  retailers  with  the  Food  and  Dmigs  Authority.  Details  of  the 
milk  retailed  are  given  overleaf:- 
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T , T . Raw  T.T,  Pasteurised  Steril  i 


1 Producer  Retailer 

X 

4 Roundsmen 

X 

X 

X 

4 Retail  Shops 

X 

X 

2 Retail  Shops 

X 

1 Retail  Shop 

X 

X 

The  following  milk  samples  have  been  taken  during  the  yearj- 
Bv  the  Local  Authority 


Number  Methylene 
Sampled  Blue 


Brucella  Abortus 
Culture  Test 


Tuberculin  Tested  (Raw)  2 


2 Satisfactory 


2 negative 


By  W,R.G.G. 

Tuberculin  Tested  (Raw)  34 


Pasteurised 


Nil. 


25  Satisfactory 
8 Unsatis. 

1 Void. 


Brucella  Abortus 
Ring  Test  Culture 
30  neg.  4 neg. 

4 pos. 


Twelve  ice-cream  samples  have  been  taken,  all  were  satisfactory 
Provisional  Grade  1, 


Three  additional  premises  have  been  registered  under  the  Food  and 
Draigs  Act  for  the  storage  and  sale  of  ice-cream. 

Two  persons  have  been  registered  under  Section  76  of  the  West  Riding 
County  Council  (General  Powers)  Act,  1951  as  Hawkers  of  Food. 

There  is  no  licensed  slaughterhouse  in  the  area  and  no  premises 
where  poultry  processing  is  carried  out. 

No  case  of  food  poisoning  was  reported  to  the  department, 

A considerable  amount  of  frozen  food  was  condemned  owing  to  defects 
occurring  with  the  storage  and  display  units,  A large  qu.antity  of 
food  and  confectionery  had  also  to  be  condemned  after  the  flooding 
of  a shop  by  a burst  water  pipe.  iALl  the  food  condemned  was 
buried  in  the  refuse  tip. 


FOOD  HYGIENE  (GENER^'J.)  REGULilTIQNS.  I960. 

Listed  are  details  of  the  food  premises  subject  to  the  above 
Regulations :- 

Premises  Premises  Premises 

No.  of  complying  to  which  complying 
Type  of  Premises  Premises  with  Reg,  Reg.  19  with  Reg, 

l6 applies. 19 

Butchers  7777 

Bakers  & Confectioners  7766 

Fried  Fish  Shops  2222 
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Type  of  Premises 


No.  of 
Premises 


Premises 
complying 
with  Reg. 
16 


Premises 
to  which 
Reg.  19 
applies 


Premises 
complying 
with  Reg, 

m 


Greengrocers  & Fish  Retailers  7 6 
Licensed  Premises  6 6 
Sweets  & Gonf ectioneiy  5 5 
Grocers  & Mixed  Businesses  21  19 


6 

6 

5 

20 


6 

6 

5 

20 


Routine  inspections  of  food  premises  have  been  made  throughout  the 
year  and  no  statutory  action  has  been  necessary. 


17.  COMMON  LODGING  HOUSES 


There  are  no  common  lodging  houses  in  the  district  and  there  is  no 
record  of  any  in  the  past. 

18.  PUBLIC  SWIMI^ING  BATHS 


There  are  no  public  swimming  baths  in  the  district. 


19.  CFFICES.  SHOPS  AND  RAILWi.Y  PRSIilSES  ACT.  1963. 

The  number  of  premises  registered  under  the  above  legislation  at  the 
end  of  the  year  was;- 


Offices  11 
Retail  Shops  26 
Wholesale  shops,  warehouses  1 
Catering  Establishments,  Canteens  2 
Fuel  Storage  Depots  2 

Total  42 


Number  of  persons  employed  in  above  promises  was:- 


Offices 
Retail  Shops 

Wholesale  shops,  warehouses 
Catering  Establishments 
Canteens 

Fuel  Storage  Depots 


Males  Females 

16  15 

23  46 

4 

3 1 
2 

4 

50  64 


Total  114 

Fourteen  general  inspections  of  registered  premises  have  been  made 
during  the  year. 
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20.  PETROLEUM  (CONSOLIDATION)  ACTS.  1928  and  1936 

Fifteen  licences  were  granted  for  the  storage  of  petroleum  spirit. 
Twelve  of  these  related  to  storage  in  underground  tanks  and  three 
to  storage  in  cans. 

All  the  installations  were  inspected  before  the  licenses  were 
issued. 


A 
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SKIPTON  URBAI^  DISTRICT 


SANITARY  CIRGUMSTMGES  OF  TI-IE  ARSA 

PUBLIC  HEALTH  INSPECTOR'S  REPORT 


1.  HOUSING 


There  were  no  dwelling-houses  constructed  by  the  Council,  A 
scheme  was  prepared  by  the  Surveyor  for  the  repairing  and  improving 
of  twenty-one  houses  on  the  Burnside  Housing  Estate,  Houses  in 
the  Sackville  Street  district,  an  improvement  area,  are  gradually 
being  reconditioned  to  a satisfactory  standard. 

In  view  of  the  establisliment  of  a Conservation  Area  by  the  West 
Riding  County  Council,  action  in  connection  with  Official 
Representations  xmder  Section  157  of  the  Housing  Act,  1957  was 
deferred  in  the  following  areas :- 

Watsons  Houses  Clearance  Area 
Newmarket  Street  (No,  2)  Clearance  Area 
Alma  Terrace  Clearance  Area 

Albert  Terrace  Clearance  Area  Compulsory  Purchase  Order 
Wilsons  Buildings  Clearance  Area  Compulsory  Purchase  Order 

A Public  Inquiry  was  held  to  hear  objections  to  the  Hill  Street 
Clearance  Area  Compulsory  Purchase  Order  relating  to  seventeen 
houses  and  other  buildings.  The  Order  was  confirmed  by  the 
Minister  without  modification. 

There  are  no  common  lodging  houses  or  houses  in  multiple 
occupation  in  the  district. 

The  following  are  particulars  of  houses  in  Clearance  Areas  and 
unfit  houses  elsewhere ;- 


Houses  demolished  4 

Unfit  houses  made  fit  and  houses  in  which  defects  were  remedied; 
after  informeLl  action  47 

after  formal  notice  under 

(a)  Public  Health  Acts  1 

(b)  Housing  Act,  1957  Sec,  2,  9 & 16  Nil 

Number  of  cases  of  overcrowding  reported  Nil 

Applicants  for  Coimcil  Houses; 

Living  in  Rooms  18 

Living  in  separate  dwellings  44 

Applicants  for  bungaJLows  5S 

Number  of  families  rehoused  from  Clearance  Areas  11 


Improvements ; - 
Discretionary  Grants 

Number  completed  Total  Estimated  Total  Grants  Owner  Tenanted 
during  1968 cost  of  Schemes  Occupiers  Houses 


2 


£2,368.  8,  6 


£800 


2 
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Standard  Grants 


Number 

Cost  of  Grauts  Completed 

Owner 

Tenanted 

Completed 

Equal  to  Half  of  Approved 

Occupiers 

Houses 

during  1963 

expenditure 

47 

£3,933.  3.  3. 

42 

5 

2.  FACTORIES 


There  were  69  mechanical  and  7 non-mechanical  factories  on  the 
register,  of  which  79  inspections  were  made.  Particulars  of  the 
inspections  are  given  in  the  Appendix  of  the  report. 


3.  OFFICES.  SHOPS  AND  RAILWAY  PREMISES 

The  number  of  premises  registered  during  the  year  was  20,  and  19 
premises  received  a general  inspection. 


A large  number  of  visits  to  premises  found  to  be  the  subject  of 
contraventions  in  1967  were  carried  out  during  the  year  and  many 
of  these  complied  with  the  Act  by  the  year  end. 

No  accidents  were  reported  during  the  year  and  this  was  possibly 
due  to  occupiers  of  registered  premises  being  unaware  of  their 
obligations  to  notify  the  local  authority  of  accidents  occurring  on 
their  premises. 

The  registrations  and  inspections  were  as  follows j- 

No,  of  Premises  Total  no,  of  No.  of  Reg.  Premises 

Newly  Registered  Registered  Premises  receiving  one  or 
during  the  year  at  end  of  year  more  General 

Inspections  in  year 


Offices  8 68 

Retail  Shops  11  147 

Wholesale  shops 

warehouses  - 4 

Catering  Establishments 
open  to  the  public. 

Canteens  - 21 

Fuel  Storage 

Depots  1 2 


7 

10 


1 

1 


Total  number  of  Visits 
to  Registered  Premises 


Written  Notices  to  Occupiers 
of  Requirements 


409 


20 


Analysis  of  persons  employed  in  registered  premises  by  workplace 
is  given  over-leaf 


A 


61 


Class  of  Workplace  Number  of  Persons  employed 


Offices 

413 

Retail  Shops 

710 

Wholesale  shops,  warehouses 

29 

Catering  Establishments  open  to  the  public 

142 

Canteens 

5 

Fuel  Storage  Depots 

5 

1,304 

Males 

482 

Females 

822 

Contraventions  Found 

Found 

Total 

in 

in 

Complied 

1967 

1963 

With 

Section  4 - Cleanliness 

25 

5 

21 

” 5 - Overcrowding 

1 

- 

1 

” 6 - Temperature 

69 

9 

60 

" 7 - Ventilation 

46 

6 

39 

” 8 - Lighting 

75 

7 

66 

" 9 - Sanitary  Conveniences 

67 

10 

64 

" 10  - Washing  Facilities 

36 

9 

33 

” 12  - Accommodation  for  Clothing 

3 

2 

8 

” 14  - Seats  for  Sedentary  Workers 

2 

- 

2 

" 15  - Eating  Facilities 

7 

1 

6 

" l6  - Floors,  Passages  and  Stairs 

62 

8 

52 

” 17  - Fencing  of  Exposed  Parts  of 

Machinery 

21 

- 

13 

” 24  - First  Aid  - General  Provisions 

59 

11 

59 

” 42  - Provisions  with  respect  of 

Buildings  in  Single 

Ownership 

6 

- 

5 

” 50  - Information  for  Employees 

105 

13 

94 

Section  43  - Reported  Accidents  during  1968  - Nil. 


4.  MOVABLE  DWELLn\^GS 

The  existing  two  licences  for  the  Overdale  Trailer  Park,  Harrogate 
Road  in  respect  of  18  acres  of  land,  were  replaced  by  one  licence 
to  use  14.5  acres  as  a site  for  174  caravans  in  accoixiance  with 
amended  conditions. 

There  is  another  licence  in  operation  for  permission  to  keep  two 
caravans  on  a poultry  farm  in  Harrogate  Road. 

On  the  larger  of  the  sites,  there  are  30  caravans  permanently 
occupied  and  the  remainder  are  used  at  the  weekends  and  holiday 
periods.  Both  the  sites  were  satisfactorily  equipped  with 
sanitary  conveniences,  baths,  showers  and  wash-hand  basins,  and 
the  sites  were  kept  clean. 
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Travelling  caravans  were  brought  into  the  district,  particularly 
during  holiday  periods,  when  parking  space  was  taken  on  the  public 
car  parks.  It  was  necessary  to  serve  Notices  on  the  occupiers 
before  they  would  leave. 


5,  SSWEBAGE  MD  SBVJAGE  DISPOSAL 


There  is  only  one  property  in  the  built-up  area  which  is  not 
drained  to  a public  sewer. 

No  complaints  were  received  of  pollution  from  the  sewage  works, 
and  there  were  no  sewer  extensions  during  the  year. 

The  improvements  to  existing  properties  and  new  sanitary 
conveniences  constructed  were  as  follows 

Water-closets  installed  on  existing  properties  116 

Water-closets  installed  on  new  properties  24 


6.  RODENT  CONTROL 


Notices  were  served  upon  49  tenants  of  Goiincil  allotments  used 
as  poultry  runs,  under  Section  6 of  the  Prevention  of  Damage  by 
Pests  Act,  1949,  giving  notice  of  entry  upon  the  land  to  deposit 
poison  baits  for  rat  infestations.  83  lbs.  of  Warfarin  was  used. 

The  tenants  were  also  required  to  remove  derelict  buildings, 
accumulations,  and  to  build  the  huts  off  the  ground. 

The  department  made  203  visits  to  56  other  premises  where  rat  and 
mice  infestations  had  been  reported.  Alphakil  was  used  for  mice 
and  Warfarin  for  rat  infestations  with  successful  results.  Further, 
over  40  premises  in  the  district  were  regularly  treated  by 
specialist  firms. 


7.  SCHOOLS 


There  are  13  schools  in  the  district,  of  which  l6  inspections  were 
made.  A number  of  the  schools  have  had  sanitaiy  conveniences 
constructed  internally,  particularly  for  the  use  of  children  during 
inclement  weather.  This  has  been  a great  improvement. 

The  school'  kitchens  were  inspected  regularly  and  the  only 
requirements  were  relating  to  redecorating.  The  general  standard 
of  cleanliness  of  the  premises  and  utensils  was  good. 


8.  PET  ANIMALS 


The  three  premises  licensed  to  keep  pet  shops  under  the  provisions 
of  the  Pet  Animals  Act,  1951  were  kept  in  a satisfactory  condition. 


9.  PLACES  (F  ENTERTAINMENT.  PUBLIC  HOUSES.  REFRE:SH^^1ENT  HOUSES  ETC. 

94  inspections  were  made  of  the  sanitary  conveniences  of  these 
premises,  and  the  general  standard  of  cleanliness  and  repair  was 
satisfactory. 
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10.  CLEAN  AIR 

Niiraber  5 Smoke  Control  Order  comprising  765  houses  and  flats  and 
3 commercial  and  other  premises  on  the  Horse  Close  and  Greatuood 
Estates  was  confirmed,  to  come  into  operation  on  1st  September, 
1968  with  modification  relating  to  four  properties  allowing 
kindling  sticks  and  paper  to  bo  used  to  light  the  fires.  For 
financial  reasons  the  operative  date  of  the  Order  was  deferred 
until  1st  September,  1969,  and  the  operative  date  of  the  remaining 
five  areas  was  deferred  for  one  year. 

There  are  now  714.6  acres  under  smoke  control. 

583  visits  were  made  to  inspect  heating  appliances  in  dwelling 
houses. 


11 .  CFFSNSIVE  TRADE 

The  one  rag  and  bone  dealer's  premises  were  kept  in  a satisfactory 
condition. 


12.  MEAT  FOR  FEEDING  ANIMALS 

The  meat  sold  from  one  shop  was  sterilised  and  the  Byelaws  made 
under  Section  77  of  the  V/est  Riding  County  Council  (General  Powers) 
Act,  1951  were  fully  complied  with. 

13.  PETROLEUM  (BEGULATIONS)  ACT.  1928  - 1936 

The  Home  Office  issued  new  model  codes  of  principles  of  construction 
and  conditions  for  petroleum  installations.  After  discussions  with 
the  Fire  Prevention  Depart-ment  of  the  West  Riding  County  Council, 
the  Council  approved  new  general  requirements  for  the  installation 
of  tanks  and  pumps,  and  conditions  for  installations  which  will 
become  operative  on  1st  April,  1969. 


14.  BOARDING  ESTalBLISHMENTS  FOR  ANE^iiJLS 

A licence  was  granted  to  keep  an  animal  boarding  establishment, 
which  is  controlled  Tinder  the  /jaimal  Boarding  Establishment  Act, 
1963.  The  occupier  followed  the  recommendations  of  the  department 
when  constructing  the  kennels  for  dogs  and  the  cat  boxes.  The 
buildings  were  of  satisfactory  construction,  well  heated  and 
ventilated,  and  kept  in  a cleanly  state. 


15.  CIVIC  AMENITIES  ACT 


The  Public  Health  Inspector  was  appointed  an  authorised  officer 
for  the  purpose  of  exercising  the  powers  delegated  under  Section 
20  and  23  of  the  ..ct  of  1967  relating  to  the  removal  of  abandoned 
vehicles  and  other  refuse. 

Three  abandoned  vehicles  were  removed  by  the  owners  on  receiving 
notices  from  the  department,  and  one  vehicle  was  removed  by  the 
Council  when  a notice  had  not  been  complied  with. 
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16.  DISEiiSES  CF  (WASTE  FOODS)  OIUDER.  1957 

The  Council  accepted  from  the  West  Riding  County  Council 
delegation  of  the  powers  and  duties  of  the  County  Council  under 
the  Diseases  of  Animals  (Waste  Foods)  Orxier,  1957.  There  is  now 
only  one  licensed  waste  food  boiling  plant  in  the  district. 


17.  REFUSE  COLLECTION  AI\TD  DISPOSAL 


The  refuse  collection  service  is  carried  out  with  three  Shelvoke 
and  Drewry  vehicles,  one  a "Pakamatic”  continuous  loading  type 
of  35  cubic  yards  capacity,  and  the  other  two  14/18  cubic  yards 
dual  tip  vehicles  fitted  with  compression  plates.  The  ’’Pakamatic" 
has  a driver  and  crew  of  four  loaders,  whilst  the  dual  tip  vehicles 
each  have  a driver  and  two  loaders.  One  Karrier  side  loading 
vehicle  of  10  cubic  yards  capacity  was  retained  for  use  in 
emergency  or  for  additional  collections.  An  order  was  placed 
for  a new  Shelvoke  & Drewry  "Pakamatic"  continuous  loading 
vehicle  of  20  cubic  yards  capacity  to  replace  one  of  the  dual 
tip  vehicles.  Delivery  is  expected  in  April  or  May,  1969. 

Every  attempt  is  made  to  maintain  a weekly  collection  of 
domestic  refuse,  and  in  addition  collections  of  trade  and  business 
refuse  are  carried  out  at  regular  intervals,  in  some  cases  twice 
or  more  weekly.  The  collection  of  trade  refuse  is  charged  for  at 
an  agreed  quarterly  rate. 

Refuse  disposal  is  by  controlled  tipping  at  Ings  Lane,  where 
one  tip  attendant  with  the  use  of  a Gripps  B85  tracked  loader 
is  employed. 

The  future  of  the  present  tipping  site  is  very  short  and  during 
the  year  proposals  for  the  erection  of  a pulverisation  plant 
together  with  additional  tipping  land  off  Ings  Lane  were  agreed 
in  principle  by  the  Council.  Objections  to  these  proposals  were 
made  by  the  Yorkshire  Ouse  and  Hull  River  Authority,  and  in 
consequence  the  West  Riding  County  Council  Planning  Authority 
refused  to  grant  planning  permission.  The  Council  have  appealed 
against  the  refusal  and  the  matter  will  be  the  subject  of  a 
Public  Inquiry. 

The  following  account  of  the  cost  of  refuse  collection  and 
disposal  was  furnished  by  the  Treasurer  of  the  Council. 


r 
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GOST  OF  REFUSE  GOLLSCTIQM  AND  DISPOSAL 

1st  April,  1967  to  31st  March,  1968 


EXPENDITURE 
Refuse  Gollection 


£•  s. 


U • £•  s»  U • 3j  0 s*  U • 


EMPLOYEES 


Loaders 

7,094. 

11. 

7. 

Drivers 

3,099. 

19. 

4. 

RUNNING  EXPENSES 

Premises 

Repairs  and  maintenance 

4. 

2i 

4. 

Fuel,  light  and  cleaning 

101. 

5i 

3. 

Rent  and  rates 

319. 

12* 

0. 

Supplies,  Equipment  and  Tools 

Equipment,  tools  & materials 

16. 

9. 

Protective  clothing 

63. 

19. 

1. 

Transport  and  Plant 

Repairs  and  maintenance 

571. 

15. 

3. 

Renewals  contribution 

1,450. 

0. 

0. 

Petrol  and  oil 

596. 

9. 

10. 

Licences  and  insurance 

772. 

18. 

2. 

INSURANGE 

26. 

3. 

8. 

14,101. 

Refuse  Disposal 

EMPLOYEES 

Salvage 

546. 

10, 

9. 

Salvage  Bonus 

359. 

7. 

9. 

Tip 

854. 

10. 

4. 

RUNNING  EXPENSES 

Premises  (Tip) 

Repairs  and  maintenance 

75. 

9. 

0. 

Rent  and  rates 

40. 

0. 

0. 

Supplies,  Equipment  and  Tools 

Repairs  and  maintenance 

18. 

19. 

1. 

Materials  - Salvage 

39. 

7. 

Protective  clothing 

6. 

1. 

5. 

Transport  and  Plant 

Repairs  and  maintenance 

39. 

10. 

5. 

Renewals  contribution 

470. 

0. 

0. 

Equipment 

8. 

3. 

6, 

Petrol  and  oil 

17. 

10. 

10. 

Insurance 

148. 

12. 

7. 

2.624. 

16,726.  1.  3. 


INGQffi 


Refuse  Gollection 

FEES  AND  GHARGES 

Gharges  for  removal  3A.8,  A.  8. 


348.  4.  8 


EXPENDITURE 

INCCME 


B/fwd 

B/fwd 


£. 


s«  d*  £•  s*  d«  £• 

16,726. 

343.  4» 


5.  d 

1.  3 


Refuse  Disposal 

RENTS 

Tip  - Rents  and  charges  57.  11.  3. 

SALES 

Salvage  - Waste  paper  1,333.  1.  6. 

Other  ;;; 

1.395.  12.  9. 

1,743.  17.  5 


NETT  COST  14,982.  3.  10 


18.  STREET  GLEANsn^-G 


On  1st  April,  1968  the  responsibility  for  street  cleansing  was 
transferred  from  the  Engineer  and  Surveyor’s  Department  to  the 
Health  Department, 

The  personnel  employed  on  these  duties  are  one  driver  with 
Dennis/Johnston  suction  type  mechanical  sweeper  and  three  street 
orderlies. 

During  the  year  the  service  was  re-organised  and  separate  routes 
and  districts  were  worked  out  for  each  street  orderly  as  well 
as  for  the  mechanical  sweeper. 

It  was  found  necessary  to  work  overtime  on  certain  evenings  and  at 
weekends  in  the  town  centre  because  of  the  large  amount  of  litter 
deposited  during  the  course  of  a nornnal  day.  This  amount  is 
notably  increased  at  Bank  Holidays  and  on  Market  days. 

On  occasions  the  mechanical  sweeper  was  hired  to  the  Rural 
District  Council. 


19.  GULLY  CLEANSING 


The  gully  cleansing  duties  became  the  responsibility  of  the 
department  at  the  end  of  August,  1968. 

The  personnel  engaged  on  gnlly  cleaning  are  one  driver  and  one 
labourer.  The  vehicle  at  present  in  use  is  a 500  gallon  Eagle 
body  on  a Ford  Thames  chassis. 

Tenders  for  a new  vehicle  were  submitted  in  December,  and  a new 
machine  will  be  purchased  during- 1969. 

In  addition  to  routine  gully  cleansing  of  district  roads,  the 
Council  undertake  to  cleanse  gullies  for  the  West  Riding  County 
Council  on  trunk  and  classified  roads  within  the  Urban  Area, 
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Several  cesspools  are  emptied  at  the  request  of  the  owners,  when  a 
charge  at  an  hourly  rate  is  made. 

The  vehicle  and  men  also  carry  out  district  gully  cleansing  for 
Earby  Urban  District  Council, 

20,  INSPECTIONS  /HD  SUPERVISION  CF  FOOD 

(a)  Milk  Supply 

There  were  23  distributors  of  milk  on  the  Eegister,  The  bulk  of 
the. milk  supply  was  pasteurised  at  the  Associated  Dairies  Ltd,, 
Halifax  and  delivered  to  their  local  storage  depot  in  Skipton  for 
distribution  in  the  Urban  Area,  On  occasions,  complaints  were  made 
of  dirty  bottles,  which  were  thoroughly  investigated. 

A number  of  distributors  were  warned  for  exposing  milk  to 
contamination  by  carrying  it  on  the  top  of  vehicles  and  in  trailers 
without  being  adequately  covered. 

The  following  samples  were  submitted  for  test;- 

Number  and  Satisfied  the  Test  Brucella 

Type  Methylene  Blue  Test  Phosphatase  Test  Abortus 

Ring  Test 

7 Pasteurised  7 7 

1 Untreated  1 Negative 

(b)  Meat  and  Other  Foods 

The  department  made  323  visits  for  the  purpose  of  inspecting  meat 
at  the  slaughterhouse  and  other  foods  in  shops. 

The  one  slaughterhouse  in  the  district  is  owned  by  the  Council, 

Most  of  the  slaughtering  is  done  by  a contractor  employed  by  the 
butchers.  There  was  an  increase  in  the  number  of  animals 
slaughtered,  32  slaughtermen’s  licences  were  granted,  and  there 
were  no  instances  of  non-compliance  or  cruelty  to  animals  I'epoi'ted, 
The  meat  vehicles  were  inspected  regularly  and  found  to  be  kept 
in  a satisfactory  condition. 

The  following  are  particulars  of  the  meat  inspections s- 
Numbor  of  animals  slaughtered  and  inspected; 


Cattle 

Calves 

Sheep 

Total 

Number  killed 

1,532 

9 

7,714 

2,377 

11,632 

Number  inspected 

1,532 

9 

7,714 

2,377 

11,632 

Carcases  and  offal  inspected  and  condemned  in  v/hole  or  in  part; 


iill  diseases  except 
Tuberculosis  and 
Cvsticerci 

Cattle 

excluding  Cows 
Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Whole  carcases  condemned 

mm  mm 

4 

11 

2 
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All  diseases  except 
Tuberculosis  and 

Cysticerci 

Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Carcases  of  which  some 
part  or  organ  was 
condemned 

391 

254 

1 

441 

89 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than 
Tuberculosis  and  Cysticerci 

35.45 

59.20 

55.56 

5.86 

3.82 

N.B.  There  were  29.56%  of  cattle  excluding  cows  and  44< 
inspected  affected  with  cirrhosis  of  the  liver. 

,99%  of  cows 

Tuberculosis  only 

Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Whole  carcases  condemned 

- 

- 

- 

- 

Carcases  of  which  some 
part  or  organ  was 
condemned 

6 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

— 

0.25 

Cvsticercosis 

Carcases  of  wliich  some 
part  or  organ  was 
condemned 

8 

2 

. 

Carcases  submitted  to 
treatment  by  refrigeration 

3 

1 

- 

- 

- 

Generalised  and  totally 
condemned 

- 

- 

- 

- 

- 

Estimated  weight  of  meat  and 

organs  condemned; 

T.  C. 

Q* 

lbs. 

Cattles  5 part  carcases 

Calves;  3 whole  carcases 

Sheep;  15  whole  carcases 

8 part  carcases 
Pigs;  1 whole  carcase 

23  part  carcases 
Edible  offal  and  fat 

1. 

1. 

4. 

2. 

3.  1. 

0. 

1. 

2. 

1. 

1. 

0. 

13. 

23. 

17. 

23. 

23. 

10. 

7. 

3.  11. 

1. 

9. 

The  condemned  meat  was  stained  and  sold  to  a firm  who  processed 
it  under  steam  pressure. 
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Particulars  of  other  foodstuffs  condemned  during  the  yearj- 


Food  in  tin  or  glass  containers; 

Meat  Milk  Vegetables  Fruit  Soup  Fish  Miscellaneous 

247  199  369  929  4 157  42 

Other  foods  condemned; 

615  assorted  packets  of  frozen  foods  ) ^^^tor  defects 

18  frozen  poultry  ) 

12  lbs  bacon 
1 lb,  7 oz  pork 
1 lb.  4 oz  jellied  veal 
1 lb,  14  oz  cooked  fores 

(c)  Food  Premises 

Food  and  Drugs  Act,  1955 
The  Food  Hygiene  (General)  Regulations.  I960 

Number  of  registered 
premises 


Preparation  and  manufacture  of  sausages, 
potted  and  preserved  foods  7 

Manufacture,  storage  and  sale  of  ice-cream  1 

Storage  and  sale  of  ice-cream  54 

The  other  food  premises  were;- 


Hotels  and  public  houses  (serving  meals)  8 
Public  houses  and  Clubs  22 
School  kitchens  14 
Hospital  kitchens  3 
Factory  canteen  kitchens  3 
Restaurants  18 
Fish  fryers  7 
Chocolate  and  sweet  manufacturers  1 
Retail  grocery  44 
Wholesale  grocery  2 
Retail  confectionery  5 
Bakeries  and  shops  7 
Retail  of  chocolates  and  sweets  9 
Fruit  and  greengrocery  4 
Fish,  fruit  and  greengrocery  3 
Butchers  12 
Cooked  chickens  1 
Cooked  meats  1 
Slaughter  and  dressing  of  poultry  1 
Tripe  and  fish  1 

Stalls; 

Sweets  2 
Fruit  and  Greengrocery  5 
Snack  Bars  1 
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Niimber  of  registered 
premises 


Butchers  ' 1 

Fishmongers  1 

Bacon,  butter  and  cheese  1 

Jams,  lemon  cheese  and  eggs  1 

Chickens  and  daily  produce  1 

The  following  improvements  and  repairs  were  carried  out: 

Additional  ventilation  and  lighting  provided  3 

Windows  repaired  1 

Floors  cleansed,  repaired  and  recovered  8 

Walls  and  ceilings  tiled  and  plastered  2 

Sanitary  conveniences  cleansed,  redecorated  and 
repaired  25 

Additional  sanitary  conveniences  provided  2 

New  Club  sanitary  conveniences  constructed  1 

Premises  redecorated  31 

Premises  and  equipment  cleansed  14 

Sinks  provided  3 

Adequate  washing  facilities  provided  9 

First  Aid  provided  2 

Accommodation  for  outdoor  clothing  provided  1 

Tables  provided  with  non-absorbent  surfaces  4 

Drains  released  1 

New  refrigerators  provided  4 

Adequate  bin  storage  provided  4 

Dish  washing  machine  installed  1 

New  water  service  pipe  installed  1 

New  serving  hatch  instsilled  1 

Butcher’s  shop  modernised  1 

Hotel  kitchen  modernised  1 


30  ice-cream  samples  were  taken,  all  of  which  proved  satisfactory. 

The  department  made  594  inspections  of  food  premises,  and  many 
improvements  were  effected. 

Since  the  Food  Hygiene  (Markets,  Stalls  and  Delivery  Vehicles) 
Regulations,  1966  became  operative,  continued  visits  have  been 
made  to  food  stalls  and  stallholders  have  been  repeatedly  warned 
for  infringements  found.  In  the  majority  of  cases  these 
contraventions  were  with  regard  to  washing  facilities  most  of  which 
have  to  be  assembled  at  the  commencement  of  each  day. 

The  shopkeepers  in  the  High  Street  let  the  stone  setts  frontage 
to  stallholders.  The  stalls  would  have  been  better  controlled  in 
every  respect  if  they  had  been  provided  and  maintained  by  the 
frontagers.  Open  stalls  in  the  street  are  difficult  to  control, 
and  it  would  be  preferable  to  pernnit  only  the  sale  of  food  in  a 
closed  market  where  the  washing  facilities,  equipment  and  premises 
are  under  the  control  of  the  responsible  authority. 

There  is  a small  poultry  slaughtering  and  dressing  establishment 
where  approximately  800  poultry  are  slaughtered  weekly.  Regular 
inspections  were  made  of  these  premises. 
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Extraneous  matter  in  food; 

The  following  complaints  were  investigated 

Dirty  milk  bottle  - warning. 

Glass  in  milk  bottle  - warning. 

Grease  in  loaf  of  bread  - warning. 

Earwig  in  carton  of  Yogurt  - prosecuted,  fined  £30. 
Mouldy  loaf  of  bread  - warning. 

Insect  in  meat  pie  - pie  not  available. 

Excess  of  salt  in  cake  cream  filling. 

Bolt  in  tin  of  fruit. 

Mouldy  cheese  - warning 


21.  WATER 


The  following  infonnation  was  supplied  by  the  Engineer  Manager 
of  the  Craven  Water  Board, 


Source  of  supply  of  town’s  water: 
Area  of  gathering  ground: 

Capacity  of  reservoir: 

Water  area: 

Top  water  level; 

Average  daily  consumption: 

Nmber  of  dwelling-houses  supplied 
from  public  mains: 

Number  of  dwelling-houses  supplied 
from  standpipes; 


Embsay  Moor  reservoir 
663  acres 

175,426,000  gallons 
Depth  - 56  feet 
26^  acres 

700  feet  above  ordnance  datum 
859,042  gallons 

4,742. 
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The  following  were  the  results  of  samples  submitted  for 
bacteriological  examination,  lead  content  and  chemical  analysis :- 

Bacteriological : Town’s  water  supply 

Probable  number  per  100  ml. 

Number  Coliform  bacilli  Bact,  coli  (type  I) 


15  0 0 

1 16  1 

Flumbo  Solvency; 


After  standing 
all  night 

in  pipe 

After  standing  in  pipe 
period  of  half  i 

for  a measured 
an  hour 

Lead  content 
narts  ner  ml. 

pH  value 

Lead  content 
parts  per  ml. 

pH  value 

0.08 

8.8 

0.01 

8.8 

0.02 

8.8 

0.01 

8.8 

0.07 

6.1 

0.06 

6.2 

0.01 

9.0 

0.01 

8.9 

0.08 

8.0 

0.03 

8.5 

Nil 

7.6 

Nil 

7.6 

Nil 

7.0 

Nil 

7.0 
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Chemical: 

Total  solids 
Chloride 

Alkalinity  as  CaCO^ 
Total  Hardness 
Permanent  Haixiness 
Temporary  Hardness 
Lead,  Copper,  Zinc 
Iron 

Manganese 
Fluorine 
Free  Ammonia 
Albuminoid  Ammonia 
Nitrous  Nitrogen 
Nitric  Nitrogen 


Parts  per  million 

100 

13 

18 

45 

27 

18 

0.1 


0.08 

0.02 

0.12 


pH  - 8.8 

This  water  is  of  good  organic  purity.  Richardson  & Jaffe, 
Analytical  and  Consulting  Chemists., 


22,  SWDt4ING  BATHS 


At  the  request  of  the  department  improvements  were  carried  out  to 
the  Eiroysted’s  Grammar  School  swimming  bath.  The  platforms  on  the 
two  sides  of  the  bath  were  raised  and  covered  with  tiles.  The 
changing  area  was  replanned  in  such  a way  that  entry  to  the  swimming 
bath  is  only  through  a footbath. 

The  public  indoor  swimming  bath  which  was  completed  in  1964 
continued  to  be  very  popular,  and  there  were  269,846  bathers 
including  57,345  school  children  during  the  year. 

The  following  samples  were  taken:- 

Bacteriological  Probable  number  per  100  ml. 


Number  Coliform  Bacilli  Bact.  Goli 

(type  I) 

10  - Aireville  Swimming  Pool  0 0 

1 _ ti  '»  » 0 0 

1 _ II  It  It  0 0 

1 - ” » ” 0 0 

5 - Ermysted's  Grammar  School  0 0 

2 - " » '»  0 0 


Plate  Count 


300 


Repeat  samples  were  taken  when  the  plate  counts  were  high  and  there 
was  no  need  for  further  action. 


List  of  Inspections  follows  overleaf: 
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INSPECTIONS  MADE  DURING  1968 

I^iblic  Health  Defects  3^1 

Housing  Acts  ... 

Factories  - mechanical  73 

- non-mechanical  6 

- outworkers’  premises  1 

Offices,  Shops  and  Railway  Premises  Act,  19^3  409 

Drainage  ^5 

Rodent  Control  203 

Offensive  Trades  *1 

Clean  Air  Acts  583 

Places  of  Entertainment,  Public  Houses,  etc.  94 

Infectious  Diseases  21 

Pet  Animals  3 

Disease  of  Animals  (Waste  Foods)  Order,  1957  2 

Schools 

Hairdressers  and  Barbers  7 

Council  Refuse  Tip  31 

Dairies  and  Distributors  11 

Meat  and  Other  Foods  323 

Caravan  Sites  and  Movable  Dwellings  l6 

Food  Businesses: 

Public  Houses,  Hotels  and  Restaurants  200 

Canteen  Kitchens  38 

Preserved  Foods  20 

Baice  houses  17 

Butchers  44 

Fish  Fryers  15 

General  Food  Shops  and  Stores  139 

Ice-cream  Premises  and  Stalls  50 

Food  Stalls  and  Hawkers  of  Food  60 

Interviews  on  Premises  with  Owners,  Agents  & Contractors  103 

Petroleum  Acts  19 

Samples 

(a)  Ice-cream  bacteriological  30 

(b)  Town’s  water  supply  " 16 

Town’s  water  supply  plumbo  solvency  14 

(c)  Swimming  Bath  water 

Indoor  Bath  (public)  bacteriological  13 

Indoor  Bath  (Private)  " 7 

Defects  and  Notices  Served 

Informal  Notices  under  the  Public  Health  and  Housing  Acts 
during  1 968  20 

Informal  Notices  under  the  Public  Health  and  Housing  Acts 
outstanding  on  31st  December,  1967  4 

Informal  Notices  requiring  abatement  in  1968  24 

Informal  Notices  abated  during  1968  18 

Informal  Notices  outstanding  on  31st  December,  1968  6 

Statutory  Notices  served  in  1968  3 

Statutory  Notices  abated  during  1968  1 

Defects  outstanding  on  31st  December,  1967  18 

Defects  found  in  1968.  53 

Total  Defects  requiring  abatement  71 

Total  Defects  abated  during  1968  55 

Total  Defects  outstanding  on  31st  December,  1968  l6 
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BOWLAND  RURAL  DISTRICT. 


SAKITARY  CIRCWiSTANGES  OF  THE  ABEA. 

PUBLIC  HEALTH  INSFSGTQR»S  REPORT. 

INSPECTIONS 

Accumulations  7 

Bv-xilding  Tnspf^ctions  (Housing)  215 

" ” (other  Buildings)  102 

Closets  (Conversions  and  Additions  etc)  43 

Drains  (Defective  or  blocked)  25 

” (New  - Inspected  and  Tested)  6? 

Factories  and  Workshops  9 

Food  (Preparation  and  Catering)  l6 

” (Shops  and  Stalls)  S 

Housing  (Public  Health  and  Housing  Acts)  46 

Ice-Cream  Premises  l6 

Interviews  (with  Owners,  Agents  and  Contractors)  75 

Infectious  Diseases  (Inquiries  etc)  3 

Milk  and  Dairies  23 

Movable  Dwellings  30 

KuiBances  46 

Offices,  Shops  and  Railway  Premises  Act  26 

Overcrowding  3 

Petroleum  Acts  17 

Refuse  Collection  and  Disposal  18 

River  Pollution  2 

Rodent  Control  6l 

Sampling  (Bacteriological) 

Ice  Cream  l6 

Milk  41 

Water  81 

Schools  7 

Septic  Tanks  29 

Slaughterhouses  and  Meat  Inspection  323 

Water  Supplies  (Investigations  etc)  25 

HOUSING 

Goimcil  Houses 

Grindleton  - The  8 one  bedroomed  flats  in  this  village  were  completed 
and  occupied  in  December. 

Bolton  by  Bowland  - The  project  of  erection  of  Council  Flats  has  been 
deferred  for  the  time  being. 

Private  Enterprise 

28  Dwellings  have  been  completed  during  the  year,  and  a further  24  were 
in  course  of  erection  at  the  end  of  the  year. 

Bungalows  certainly  retain  their  popularity,  for  of  the  28  completed 
dwellings  mentioned  above  19  were  of  this  type. 


75. 

■ Conversions 

' There  have  been  two  very  interesting  conversions  carried  outs-  One  at 
Waddington,  where  stone  built  stable  premises  were  converted  to  a 
, compact  little  cottage,  comprising  2 bedrooms,  bathroom,  kitchen  and 
! lounge.  The  other  was  at  Sawley,  where  disused  outbuildings  of  one 
storey  were  converted  to  a spacious  bungalow  containing  3 bedrooms, 
bathroom,  large  kitchen,  and  loiinge  and  a small  dining  recess. 

The  external  structural  work  at  both  these  schemes  has  been  carried 

out  with  great  care  so  as  to  blend  with  the  architecture  of  the  adjacent 

property. 

Housing  Repairs 

I Necessary  repair  work  has  been  carried  out  in  28  houses.  This  has 
been  done  without  resorting  to  statutory  action, 

Tmoroveroent  Grants 

The  following  table  give  an  indication  of  the  position  and  also  shows 
, the  proportion  of  grants  approved,  for  tenanted  houses  and  those  of 
i owner-occupier. 


Applications 

Owner 

Tenanted 

Schemes 

Amounts 

Approved 

Occupier 

Houses 

Completed 

paid  out 

Discretionary 

6 

4 

2 

5 

£2,000 

Standard 

16 

5 

11 

3 

£1,223 

22 

9 

13 

13 

£3,223 

Of  the  13  completed  schemes,  9 were  for  tenanted  houses. 
Standard  Grants 

The  following  are  the  amenities  provided  in  completed  schemes s- 


(a)  Fixed  Bath  in  Bathroom  6 

(b)  Wash-hand  basins  5 

(c)  Hot  water  supplies  6 

(d)  Internal  water  closets  8 

(e)  Food  Stores  5 

(f)  Septic  tanks  3 


Overc rowding 

One  case  of  overcrowding  was  brought  to  notice.  This  concerned  2 
families  living  in  a house  in  Rimmington,  and  the  case  was  alleviated  by 
one  of  the  families  removing  elsewhere.  In  all  8 persons  were  involved. 


MOVABLE  DWELLDIGS 


; Shirebum  Caravan  Site,  Waddington 


t] 

1 This  site  was  extended  in  1967.  An  additional  toilet  block  was  completed 
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in  December  of  1968  to  provide  facilities  for  the  occupiers  of  some 
55  additional  caravans.  The  new  toilet  block  has  Washbasins,  Showers 
and  Laundry  facilities,  all  with  hot  and  cold  water,  6 ladies  and 
4 gents  W.C's  are  provided.  Also  separate  facilities  for  the  emptying 
of  chemical  closets.  The  drainage  is  connected  to  a new  septic  tank, ■ 

New  roads  through  the  site  have  been  made  and  the  existing  roads  have 
been  renovated. 

Three  Rivers  Site.  West  Bradfoi'd 

Conditions  here  seem  to  be  similar  to  1967  no  extensions  to  site  appear 
to  have  been  made.  In  August  the  proprietor’s  attention  was  drawn  to  the 
rather  long  grass  between  sites  as  this  constituted  a fire  hazard. 

Twin  Ghvlls  Site.  Pavthorne 

As  I mentioned  in  my  last  year’s  Annual  report,  work  was  going  ahead 
on  the  erection  of  a toilet  block  for  the  use  of  the  occupiers  of 
caravans  on  the  new  extended  portion  of  the  site.  This  toilet  block 
has  now  been  completed  and  provides  full  facilities:-  Washbasins, 

Showers  and  deep  sinks  for  Laundiy  purposes  also,  13  ladies  and  7 gents 
W.C’s,  The  drainage  is  to  a new  septic  tank. 

Work  is  now  going  ahead  on  extensions  to  the  roadways  and  footpaths  etc. 
Little  Todber  Farm,  Gisburn 

At  the  end  of  1967,  the  Ministry’s  decision  was  awaited  on  an  appeal 
against  refusal  of  Planning  permission  for  this  site.  The  owner  won 
his  appeal  and  work  has  been  proceeding  during  this  year  on  the  making 
of  roads  and  the  erection  of  a toilet  block,  these  works  are  expected  to 
be  completed  ready  for  the  1969  season. 


WATER  SUPPLIES 


The  Fylde  Water  Board  are  the  main  suppliers  of  water,  and  the  principal 
source  of  water  for  this  district  is  derived  from  springs  on  Waddington 
Fells. 


The  mutual  exchange  of  information  on  sampling  between  the  Engineers 
of  the  Water  Board  and  myself  still  continues.  The  following  table  shows 
the  results  of  samples  taken  by  me  for  examination  at  the  Public  Health 
Laboratory  in  Preston; 


Bacteriological  Analyses 

Parish 

Bashall  Eaves  (Public  Supply) 
Bolton  by  Bowland  ” 

Dunsop  Bridge  " 

Gisbum  ” 

Grindleton  " 

Holden  (Private  ” ) 

Horton  ” »• 

Mitton,  Great  (Public  " ) 

Newton  in  Bowland  ” 
Rimington  ■ '» 


Satlsf  actom  Unsatisf  ac  tor^’’: 

4 

3 

4 

4 
3 

3 1 

5 1 

4 

4 “ 

5 
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Bacteriological  Analyses  continued 


Parish 

Sawley 

(Public  Supply) 

Satisfactory; 

3 

Unsatisfactory; 

Slaidbum 

(Private  ” ) 

4 

1 

Tosside 

(Public  ” ) 

4 

1 

Waddington 

It  It 

4 

- 

West  Bradford 

(Mains)  (Public  Supply) 

4 

- 

” ” (Tagglesmire) (Private  Supply)  3 1 

Single  properties.  Prospective  Sources  etc  6 10 

67  14: 

Horton  Water  Supply 

On  December  1st,  1968,  the  control  of  this  supply  was  taken  over  by  the 
Graven  Water  Board  - as  the  source  of  supply  is  in  the  West  Marton  area- 
Arrangements  have  been  made  between  the  Engineers  of  the  Board  and 
myself  for  an  exchange  of  information  on  the  analytical  reports  of 
samples  taken. 


Samples  taken  and  analysed  by  staff  of  Fvlde  Water  Board. 

I am  indebted  to  the  Chemist  and  Bacteriologist  of  the  Board  for  the 
details  of  analyses  which  are  given  on  Tables  1 and  2 overleaf. 

The  following  table  shows  the  approximate  number  of  houses  and  the 
estimated  population  on  public  water  supply;  | 


Parish 

Est,  No.  of 
Dwellings 

Est, 

Poo. 

Bashall  Eaves 

32 

105 

Bolton  by  Bowland 

113 

370 

Bowland  Forest  H.D. 

39 

124 

’•  ” L.D. 

19 

48 

Easington 

- • 

- 

Gisbum 

138 

413 

Gisbum  Forest 

17 

6o 

Great  Mitton 

40 

136 

Grindleton 

244 

680 

Horton 

15 

30 

Middop 

- 

- 

Newsholme 

17 

58 

Newton  in  Bowland 

42 

160 

Paythome 

22 

71 

Rimington 

109 

305 

Sawley 

39 

104 

Slaidburn 

- 

Waddington 

321 

761 

West  Bradford 

158 

.3^5 

1,365 

3,820 

Remarks. 

Private  Est,  supply  (part) 

Private  Est,  supply  (part) 
Private  supplies 


Private  supplies 


Private  Est, 


supply 

supply  (part) 


Private  Est 


Chemical  Analyses 
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SEVJERiiGE  & SEWAGE  DISPOS/X 


Newton-in-Bowland 


The  Friends  Meeting  House,  Meeting  House  Cottage,  Lowlands  Cottage, 
Lowlands  Farm,  and  The  Flat  near  Neiitdn  Hall  have  all  been  connected 
to  the  sewer  during' 1968, 

The  new  owners  of  both  the  School  and  School  House  are  now  submitting 
schemes  of  improvement  which  include  connection  to  the  sewer. 

FJ-mington 

Negotiations  for  the  purchase  of  land  for  outfall  works  are  in  progress, 
Sawley 


Agreement  has  been  reached  with  the  owners  of  the  land  required  for 
the  installation  of  pumping  plant  and  outfall  works.  Our  Consulting 
Engineers  are  now  preparing  a scheme  for  submission  to  the  Ministry, 

Gisburn 


The  modernisation  scheme  for  the  sewage  disposal  outfall  has  now  been 
approved  by  the  Ministry.  However,  owing  to  the  economic  situation  of 
the  country,  permission  to  proceed  with  the  work  has  been  delayed. 

Individual  Schemes 


The  following  table  give  an  indication  of  individual  schemes  of 
conversion  of  dry  closets  etc,,  mostly  carried  out  where  no  sewer  is 


available . 

Privy  closets  abolished  or  converted  to  W,C’s  4 
Pail  closets  abolished  or  converted  to  W.C*s  24 
Additional  W,G’s  to  old  property  25 
New  septic  tanks  provided  14 


FACTORIES  .:ND  WORICSHQPS 

The  number  of  these  appear  to  remain  fairly  static.  Periodic  visits  of 
inspection  are  made  and  conditions  in  those  premises  visited  have  been 
found  to  be  satisfactory. 


SMOKE  ABATEMENT 

No  action  under  this  heading  has  been  necessary. 


SCHOOLS 

Waddington  Primary. 

The  extensions  at  this  school  are  nearing  completion.  In  addition  to 
additional  classrooms  etc.,  the  scheme  includes  the  provision  of  a new 
kitchen  containing  up-to-date  equipment  for  the  preparation  of  school 
meals  on  the  premises. 
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Brennands  Endowed  School.  Slaidburn 

The  equipment  for  the  new  kitohen  was  installed  early  in  the  year.  This 
along  with  the  additional  rooms  provided  in  1967,  now  enables  the 
(•‘hi  1 d ran  to  partal^^e  of  school  meals  without  having  to  walk  the  length  of 
the  village  as  in  previous  years. 

Tosside  School 

have  now  been  installed  in  this  school.  The  drainage  is  connected 
to  a septic  bank  in  the  school  yard.  The  positioning  of  this  tank  is 
by  no  means  ideal,  but  the  land  contours  and  the  space  available  left 
no  option. 

Note 

It  is  interesting  to  note  that  all  day  schools  in  use  in  the  Bowland 
area  now  have  water  closets  and  the  water  carriage  system  of  sewage 
disposal,  either  to  sewer  or  septic  tank. 

Domestic  refuse  is  collected  in  all  of  our  19  parishes,  this  is  done 
by  direct  labour,  using  the  Council's  own  collection  vehicles. 

Tipping  (particularly  controlled)  takes  place  on  the  refuse  tips 
Back  Lane,  Newton  and  Scott  Laithe,  Bolton  by  Bowland.  The  Bashall 
Town  tip  is  now  full  and  has  been  covered  with  soil,  and  will  be 
seeded  over  in  Spring, 

RODMT  CONTROL 


The  Council's  refuse  tips  and  sewage  works  are  inspected  regularly 
and  disinfested  when  necessary.  Requests  for  rodent  treatment  on 
farms,  private  houses  and  business  premises  are  dealt  with  promptly. 
Charges  for  the  service  are  made  on  a time  and  materials  basis. 

INSPECTION  MD  SUPBRVISION  OF  FOOD  SUPPLIES 


Milk 

Routine  Samples 

The  routine  sampling  of  milk  from  Producer  Retailers,  Retailers  and 
School  Milk  has  been  carried  out  by  the  officers  of  the  West  Riding 
County  Council.  Their  samples  are  analysed  at  the  County  Laboratory 
and  the  results  sent  on  to  me  for  any  action  which  may  be  found 
necessary. 

Brucellosis 


As  a result  of  the  routine  sampling  mentioned  above,  milk  from  2 
farms  in  this  area  showed  evidence  of  Brucella  abortus.  On 
investigation  at  the  premises  concerned,  samples  for  Ring  Test  were 
taken  from  34  individual  cows  of  these  3 samples  were  found  to  be 
positive.  On  culture  test  this  number  was  reduced  to  2 - one  from 
each  farm.  The  animals  concerned  were  segregated  and  their  milk 
sent  for  pasteurisation. 
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Tuberculosis 


5 samples  of  milk  were  taken  from  a farm  in  Waddington  as  a check 
on  an  infection  in  the  Clitheroe  area.  After  investigation,  the 
^Jialyst  at  the  Public  Health  Laboratoiy  in  Preston  reported  that 
no  evidence  of  Tuberculosis  had  been  found. 

Meat  Inspection 


There  is  one  private  abattoir  in  the  district,  this  is  at  Sawley,  A 
total  of  10,363  animals  were  slaughtered  and  examined  there  during 
the  year.  The  following  table  gives  details  of  these  and  the ' incidence 
of  disease:- 


Cattle 

excl. 

cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

No,  killed  & Inspected 

1,472 

6 

289 

7,199 

1,397 

All  diseases  except 
Tuberculosis  & Cvsticerci 

Whole  carcases  condemned 

3 

25 

Carcases  of  which  some  part 
or  organ  was  condemned 

270 

1 

- 

832 

58 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than 
Tuberculosis  & Cysticerci 

18.3 

16.6 

1,03 

11.9 

4.1 

Tuberculosis  onlv 

Whole  carcases  condemned 

Carcases  of  which  some  part 
or  organ  was  condemned 

- 

- 

- 

- 

3 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

- 

- 

- 

- 

.21 

Cvsticercosis 

Carcases  of  which  some  part 
or  organ  was  condemned 

Carcases  submitted  to  treat- 
ment by  refrigeration 

- 

- 

- 

- 

Generalised  and  totally 
condemned 

- 

- 

- 
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Approximately  8 cwts  2 qrs.  14  lbs  of  meat  and  2 tons  1 cwt  1 qr.  of 
offal  have  been  surrendered  as  unfit  for  human  consumption, 

A good  percentage  of  the  unsound  offal  mentioned  above  was  composed 
of  livers  - both  sheep  and  cattle  - affected  with  cirrhosis  or 
parasites. 

23  of  the  whole  carcases  of  sheep  recorded  in  the  table,  were  taken 
from  one  customer  at  the  Slaughterhouse  who  decided  to  use  the  premises 
for  the  slaughtering  of  old,  worn  out  ewes  for  the  city  market  trade. 
However,  the  rate  of  condemnation  when  the  carcases  were  inspected 
soon  taught  him  the  error  of  his  ways  and  the  trade  ceased. 

Other  Food  Premises 


Food  Hygiene  (General)  Regulations  196Q 

The  position  is  substantially  the  same  as  in  1967. 

Gisburn  Auction  Mart 

The  construction  of  a new  Restaurant,  Snack  Bar,  Kitchen  arid  Food 
Preparation  room  at  these  premises  was  completed  in  November,  The 
preparation  rooms  are  fitted  out  with  new,  up-to-date  equipment  for 
the  provision  of  meals  and  snacks  on  market  days. 

Canned  Food 


During  the  year  3 tins  of  Cooked  Ham  were  examined  on  request,  in  each 
case  the  tins  were  found  to  be  defective  and  the  contents  decomposing. 
Total  weight  of  contents  35  lbs. 

Ice-Cream 


29  premises  in  the  district  are  registered  for  the  retail  sale  of 
Ice  Cream,  From  these  l6  samples  of  Ice  Cream  have  been  taken  and 
submitted  for  analysis  with  the  following  results s- 

13  in  Grade  I = Highly  Satisfactory 
2 in  Grade  II  = Satisfactory 
1 in  Grade  III  = Unsatisfactory 


The  case  of  the  unsatisfactory  sample  was  foimd  to  be  a defective 
cut  out  in  the  freezing  gear  of  the  refrigerator.  The  fault  was 
soon  remedied  and  a further  sample  then  taken.  This  proved  to  be 
satisfactory  - Grade  I. 

CFFICES.  SHOPS  .iND  HilLWAY  PREMISES  ACT 

26  inspections  and  re-inspections  have  been  made.  Cloak  rooms  for  the 
use  of  staff  have  been  provided  for  one  set  of  offices.  Absence  of 
first  aid  outfits  in  two  instances  were  quickly  remedied.  Otherwise 
the  premises  inspected  were  found  to  be  generally  satisfactory. 

COMMON  LODGING  HOUSES 


There  are  no  common  lodging  houses  in  the  district. 


S4. 


PUBLIC  SWD4I4IHG  BATHS 


There  are  two  open-air  swimming  baths  in  the  district  both  are  in 
private  grounds  and  not  used  by  the  general  public.  Water  for  these 
baths  is  supplied  from  the  mains. 
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SEDBERGH  RURAL  DISTRICT  COUNCIL 


SMITARY  CIRCUMSTANCES  OF  THE  AREA 
PUBLIC  liEALTH  Pj3PEGTOR»S  REPORT 


INSPECTIONS ; 

The  follovdng  table  gives  the  momber  of  inspections  made  under  the 
various  main  headings 


Housing  38 

Movable  Dwellings  15 

Food  Premises  141 

Refuse  Collection  and  Disposal  ^ 76 

Uater  Supplies  19 

Drainage,  Sewerage  and  Sewerage 
Disposal  Works  94 

Milk  and  Dairies  6 

Factories  4 

Nuisances 

Rodent  Control/Destruction  38 

Petroleum  6 

Infectious  Disease  Nil 

Council  Building  20 

Offices,  Shops  and  Railway  Premises  Act  14 


As  previously  intimated,  the  paper  sack  system  of  refuse  collection 
commenced  on  the  Castlegarth  estate  in  1967  has  operated  satisfactorily 
to  date, 

A pilot  scheme  based  on  the  Binsac  System  covering  the  26  houses 
comprising  Thornsbank  estate  was  tried  over  a period  of  one  month, 
but  was  not  continued,  the  area  being  too  small  to  show  any  tangible 
improvement  on  the  collector’s  time. 

After  due  consideration  the  Council  have  obtained  a second-hand 
Fordson  Major  Tractor  (bucket-loading)  for  use  primarily  on 
Langstone  Tip  and  for  occasional  use  at  the  Sewage  works  or  cemetery 
as  required. 

LTiile  not  ideal,  this,  coupled  with  a more  satisfactory  arrangement 
v;ith  the  County  Highways  Authority  in  the  obtaining  of  waste  material 
from  one  of  their  tips  has  resulted  in  the  better  all-round 
maintenance  of  this  tip,  although  fire,  when  fanned  by  an  easterly 
wind,  remains,  and  will  continue  to  be,  a constant  hazard. 


HOUSING  IMPROVEMENT  GRANTS; 

Housing  Financial  Provisions  Act,  1958,  as  amended  by  the  House 
Purchase  and  Housing  Act,  1961, 

(a)  Advances  for  the  purpose  of  acquiring  and  Improving  houses; 
3 Loans  totalling  £5,700 
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(b)  Grants  for  the  conversion  or  altering,  enlarging  or  improving 
houses 

Out  of  a total  of  16  applications  (13  standard  and  3 Discretionary) 
roceived  during  the  year.  16.  .were  approved  as  eligible  for  Grant. 

Grant  has  been  paid  on  6 properties  during  the  year:- 

Standard  Grant;  Discretionary  Grant; 

Stonehouse,  Cowgill. 

Beech  Hill,  Dent; 

Hole  House,  Cautley. 

Hall  Bank  Farm,  Dent.  Hall  Bank,  Dent. 

Swarthgill,  Garsdale. 

Old  Workhouse,  Sedbergh. 


REFUSE  COLLECTION  il^ID^ISPOSAL; 

There  has  been  no  extension  of  the  refuse  collection  system  during 
1968. 

As  formerly,  this  service  is  operated  by  direct  labour  with  one 
Karrier  Bantam  refuse  vehicle,  and  covers  the  greater  part  of  the 
populated  area  of  the  district,  the  percentage  of  properties  served 
being  89%. 

Langstone  Quarry  remains  the  central  tipping  point  for  the  entire 
area,  with  a small  emergency  tip  at  the  Sedbergh  sewage  works. 

As  previously  mentioned,  with  the  acquisition  of  a tractor  (bucket 
loading),  and  greater  facilities  for  the  obtaining  of  soil/waste 
material,  somewhat  better  maintenance  of  this  tip  is  now  possible. 

Tipping  in  this  quarry  commenced  in  1949,  and  v;as  extended  by 
layer-tipping  from  an  approximate  16’  0"  higher  level  in  1965* 

The  estimated  life  of  this  tip  is  tliree  years,  when  it  is  suggested, 
subject  to  agreement  xd.th  the  Lord  of  the  Manor  etc.,  arrangements 
may  be  made  to  continue  tipping  into  another  disused  quarry 
adjacent  to  the  above. 

As  formerly,  the  area  covered  in  the  collection  of  refuse  includes 
the  major  part  of  the  parishes  of  Sedbergh,  Dent  and  Garsdale,  and 
are  as  follovrs;- 

Sedbergh 
Dent 

Lea  Gate 
Gawthrop 
Garsdale 

Aysgarth  R.D.  (Part) 

Marthwaite 
Cautley 
Dowbiggin 
Howgill 

Danny  Bridge/Back 
Road, (Garsdale ) 


'•■feekly  Collection 

II  II 

Fortnightly  Collection 

II  II 

II  II 

II  II 

II  II 

II  II 

Monthly  Collection 

II  II 

II  If 
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As  formerly,  individual  properties  continue  to  be  added  to  this  service 
which  is  based  on  the  refuse  bin  and  paper  sack  system,  and  vrhich 
includes  the  collection  of  refuse  from  properties  abutting  on  the  line 
of  route  to  the  localities  named. 


The  following  is  a sunmary  of  the  service  as  rendered  to  date;- 


Locality; 

No,  of 

No,  of 

No.  of  Non- 

No.  of  Bins 

Domestic 

Properties 

Served: 

Bins 

Emptied; 

Domestic 

Premises 

Served: 

Emptied; 

Dent  Town 

97 

99 

6 

9 

Dentdale 

(remainder) 

97 

103 

1 

3 

Garsdale 

80 

91 

1 

- 

Moorcock 
(Ays  garth 

R.D.C.) 

U 

U 

1 

2 

Sedbergh  Town 

663 

740 

45 

81 

Sedbergh  Parish 

166 

187 

4 . . . 

. ..  . . 4 . __ 

1.117 

1>234 

58 

. 99 

Refuse  Removal 

Total  niomber 

(Analysis ) : 

of  bins  collected:-  1,333 

Volume ; 

@ 16  loads  per  week 

@ Ig-  tons  per 

load  = 1,250  tons 
per  year. 

Mileage : 

160  miles 

per  week. 

average  liaul  - 

5 miles. 

Cost; 

47s.  Od. 
£780  per 

per  ton.  £2,481  per  1,000 
1,000  pop. 

Premises; 

Properties  Served;  1,117  Domestic,  58  Trade, 
No.  of  Bins:  1,234  + 99  = 1,333 


HOUSING; 

Council  House  Building; 

The  Council's  immediate  building  programme  being  completed  in  1967, 
no  building  by  the  Local  Authority  has  taken  place  during  the  past 
year,  the  emphasis  being  rather  towards  the  improving  or  modernising 
of  existing  older  property. 

Private  Enterprise  Building; 

l/ith  a view  to  attracting  prospective  developers  to  Sedbergh  the  Council 
have  laid  out  and  provided  with  the  necessary  facilities  a site  to 
accommodate  22  houses  or  bimgalows  on  Queen's  Drive,  Sedbergh, 
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Two  of  these  sites  have  been  developed  during  the  past  year  and  others 
are  in  process  of  negotiation  with  a view  to  possible  purchase. 

As  formerly,  private  enterprise  building  continues  to  be  sluggish. 

Two  detached  houses  have  been  erected  during  the  year,  one  house 
converted  to  farm  use  has  been  brought  back  into  use  as  a house,  and 
one  school  is  in  process  of  conversion  to  domestic  use. 

Resulting  from  the  remodelling  of  a farm  at  the  Oaks,  Marthwaite,  one 
farm  house  has  been  lost  as  a housing  unit. 

It  is  possible  that  with  the  completion  of  the  adjacent  M,6  Motorway, 
building  in  this  area  may  be  accelerated. 


MOVABIE  Dl-IELLINGS; 

As  anticipated,  vdth  the  labour  employed  on  the  adjacent  M,  6,  some 
infiltration  by  caravans  has  occured. 

This  is  not  excessive,  and  is  in  process  of  being  dealt  with. 

No  further  licences  for  (group)  caravan  sites  have  been  issued  during 
the  past  year,  the  three  sites  at  Pinfold,  Ingmire  and  Cross  Hall 
continuing  as  formerly. 


3EUJEMGE  AND  SEWAGE  DISPOSAL; 

No  sewage  works  extensions  have  been  carried  out  during  the  past  year. 

The  Council’s  Consulting  Engineer  has  carried  out  a preliminary 
survey  and  prepared  an  estimate  of  the  cost  of  sewering  and  providing 
outfall  \,7orks  for  properties  at  The  Street,  Garsdale,  at  a cost  of 
some  £4,200. 

This  has  unfortunately  been  held  in  abeyance  pending  the  solution  of 
the  question  of  the  private  v/ater  supply  to  these  properties  - the 
supply  being  from  an  upland  source  and  subject  to  fluctuation, 
coupled  with  insufficient  storage  provision  and  defects  on  the 
falling  main. 

This  in  turn  has  meant  that  the  proposed  improvement  of  certain  of 
these  properties  has  been  rendered  difficult  particularly  on  the 
score  of  drainage  - the  installation  of  a series  of  septic  tanks  to 
be  avoided  if  possible. 

Sewage  Works,  Sedbergh;- 

On  behalf  of  the  Council,  the  Consulting  Engineer  has  also  comimenced 
a report  on  the  outfall  works  at  Sedbergh,  which  were  largely  remodelled 
some  seven  years  ago  at  a cost  of  approximately  £20,000, 

For  the  purpose  of  more  accurately  estimating  the  flox,^  at  the  v/orks, 
the  Engineer  has  advised  the  installation  of  a permanent  Flow  Recorder, 

This  suggestion  met  with  some  resistance,  and  until  its  solution  the 
above  report  is  likely  to  be  deferred. 


Dent  Sewerage 
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The  question  of  the  provision  of  a modern  sewage  disposal  plant  on  the 
Sewage  Field  at  Dent,  and  which  formed  the  subject  of  an  Inquiry  in 
1951  when  the  estimated  cost  l^ra.s  some  £6,000,  has  again  been  raised 
and  the  Consulting  Engineer  has  been  requested  to  sutmit  a revised 
estimate  of  the  cost  of  this  work. 


RODiJ^T  CONTROL; 

As  formerly,  routine  poisoning  at  monthly  intervals  of  the  Council's 
Central  Tip  at  Langstone  Quarry,  and  of  the  sex/age  works  at  Sedbergh 
and  Dent,  continues  to  be  carried  out. 

There  are  no  major  infestations  by  rats  in  this  district, 
iiATER  SUPPLIES; 

Administered' by  the  lakes  and  Lune  Water  Board  as  from  April,  1962, 
when  this  Coxincil  ceased  to  exercise  responsibility  for  the  three 
public  supplies  of  Sedbergh,  Dent  and  Lea  Gate;  no  difficulties 
have  been  experienced  from  the  viex,;point  of  quantity  on  any  of  these 
supplies,  and  x^^ith  the  exception  of  tvro  unsatisfactory  samples  taken 
from  the  Sedbergh  supply  and  three  from  the  supply  to  Dent,  the 
quality  of  water  on  analysis  has  been  generally  satisfactory. 

There  remains  the  unresolved  question  of  the  unsatisfactory  xjater 
supply  to  the  Garsdale  Head  area. 

While  it  is  possible  that  certain  tentative  negotiations  as  between 
the  ox,mers  (British  Railv/ays),  who  saipply  some  22  properties  oxmed  by 
them  in  this  locality,  and  the  Water  Board  may  be  brought  to  a success- 
ful conclusion,  it  should  be  stressed  that  some  additional  properties 
are  v/ithout  an  adeqmte  supply  of  -water,  and  that  works  of  improve- 
ment to  cer-fcain  of  these  (i,e,  the  installation  of  bathrooms,  etc,) 
are  being  regretfully  postponed  because  of  the  lack  of  xTater  - the 
only  available  supply  in  the  case  of  cer-tain  of  these  properties  being 
from  the  river,  which  x-jould  en-tail  pumping  and  filtration  (etc,). 


FACTORIES  (INCLUDING  OUTirORKERS  PRMISES) : 

Out  of  a to-bal  of  22  premises  coming  within  the  Act,  10  inspections 
have  been  made. 

The  pattern  of  labo-ur  remains  static,  virtually  no  development  having 
taken  place  during  the  past  year. 


OFFICES.  SHOPS  AIv'D  RzlILWlY  PHIMISES  ACT,  1963: 


The  to-tal  number  of  premises  registered  is  41,  Resulting  from 
inspections  made,  additional  toilet  facilities  have  been  provided  in 
two  ins-bances. 
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INSPECTION  AND  SUPERVISION  OF  FOOD; 

There  are  17  milk  retailers  in  this  District.  These,  together  with 
the  schools  at  Sedbergh  and  Dent,  are  sampled  frequently  by  the 
County  Health  Department, 

Of  the  samples  taken  for  Meth,  Blue  Test,  63^  were  satisfactory. 

One  herd  was  twice  examined  for  Brucellosis,  with  negative  results. 


SLAUGHTERHOUSES ; 

As  formerly,  one  private  slaughterhouse  continues  in  operation  in 
this  district. 

Out  of  a total  of  four  butchers  (three  in  Sedbergh  and  one  in  Dent), 
three  obtain  their  supplies  from  the  Central  Slaughterhouse  at  Kendal, 

The  following  is  a summary  of  animals  slaughtered; - 


Cattle 

Excl, 

C oi-is ; 

Cows; 

Calves : 

Sheep 

and 

Iambs; 

Pigs; 

Horses; 

No,  killed  & 
Inspected; 

128 

— 

351 

404 

177 

— 

All  diseases 
except 
Tuberculosis 
& Cisticerci; 

Whole  carcases 
condemned; 

— 

• 

1 

— ' 

— 

Carcases  of 
v;hich  some 
part  or  organ 
was  condemned; 

49 

2 

8 

6 

Percentage  of 
the  nmber 
inspected  affected 
with  disease  other 
than  T.B.  or 

Cysticerci:  38  - - 2 3 

Number  of  inspections  (Slaughterhouses)  - 127 

Total  weight  condemned  - 944  lbs. 
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Of  other  routine  work  carried  out  during  the  past  year  and  of  which 

mention  might  be  made  includes  the  following 

(1)  The  resurfacing  of  the  Joss  Lane  Car  Park. 

(2)  The  preparation  of  plans  etc.  in  connection  im.th  the  provision 
of  bus  shelters  at  Sedbergh  and  Dent  - three  at  Sedbergh  and  one 
at  Dent  - of  which  two  Imve  so  far  been  erected,  and  tenders 
accepted  for  the  erection  of  the  others. 

(3)  The  remodelling  and  refurnishing  of  the  public  toilets,  Main 
Street,  Sedbergh. 
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SETTLE  P.UIUL  DISTRICT 


SANITARY  CIRCUMSTMGES  CF  THE  AREA 

PUBLIC  HEALTH  INSPECTOR'S  REPORT 

INSPECTIONS 

The  following  table  gives  the  number  of  inspections  etc,,  made 
under  the  various  main  headings s- 

Housing  134 

Movable  Dwellings  27 

Food  Premises  425 

Refuse  Collection  & Disposal  253 

Water  supplies  & Sampling  153 

Drainage  2 

Milk  supplies  & Sampling  6l 

Factories  28 

Nuisance  . 35 

Rodent  Destruction  127 

Petroleum  Storage  - 33 

Infectious  Diseases  5 

Offices  Shops  & Railway  Premises  Act  29 

HOUSING 

Extracts  from  a statistical  form  prepared  for  the  County  Council 
along  with  other  figures  of  interest  relative  to  housing  are  shown 
below !- 

a)  No.  of  dwelling  houses  in  district  4>977 

b)  No,  of  houses  incl,  in  representation  for: 

1.  Clearance  Areas 

2.  Individual  unfit  houses  3 

c)  No,  included  in  confirmed  Clearance  and  Compulsory  Purchase 
Orders 

1,  Orders  confirmed  1 

2,  No,  of  houses  6 

d)  Houses  Demolished 

1.  In  Clearance  Areas 

2.  Not  in  Clearance  Areas 

3.  Persons  displaced  from  houses  to  be  demolished  14 

e)  Closing  Orders /Demolition  Orders 

1 . Made  1 

2.  Houses  closed  1 

3.  Persons  displaced  during  year  5 

f)  Unfit  houses  made  fit  & houses  in  which  defects  were 

remedied  88 

g)  Families  rehoused  during  year  in  Council  Houses 

1,  From  "Condemned”  properties 

2.  From  Overcrowded  houses  4 

h)  New  dwellings  completed s- 

1,  By  Council  14 

2,  By  Private  Enterprise  30 

It  will  be  seen  that  there  was  only  a small  amount  of  statutory 
action  during  the  year,  in  that  only  3 representations  for 
individual  houses  were  made  and  of  these,  one  closing  order  and  one 
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demolition  order  were  made  but  no  action  was  authorised  in  respect 
of  the  other  property. 

The  following  notes  show  the  position  at.  various  small  Clearance 
Areas  within  the  District 

Duke  Street  - Bent ham: 

There  was  still  no  change  at  this  site  and  the  property  has  not 
been  demolished,  as  the  Scheme  for  redevelopment  is  not  yet  complete, 

Cleveland  Square  - Bentham; 

Veiy  little  progress  seems  to  have  been  made  with  the  scheme  for 
improving  the  back  area  of  the  Main  Street,  of  which  Cleveland 
Square  is  expected  to  form  a part  and  the  cottages  have  not  yet 
been  demolished.  However,  the  Council  has  now  purchased  the 
property  along  with  an  adjoining  house  and  I would  express  the  hope 
that  "something  will  be  done"  in  the  near  future. 

Cherry  Cottages  - Malham; 

No  futher  action  was  taken  during  the  year  in  connection  with  this 
small  block  of  property. 

Castlebergh  Lane  - Settle: 

Two  out  of  the  three  houses  forming  this  area  have  become  vacant 
during  the  year  and  I would  hope  that  the  remaining  tenant  can  be 
rehoused  in  the  near  future  in  order  that  the  site  can  be  cleared. 

Main  Street  -■  Austwick; 

Negotiations  for  the  acquisition  of  five  of  the  six  houses  in  this 
area  proved  abortive  and  a compulsory  purchase  order  was  m.ede  and 
confirmed  during  the  year.  At  the  year  end  two  of  the  properties 
were  vacant, 

Twistletons  lard  - Settle; 

Church  Street  - Giggleswick; 

Closing  Orders  were  made  in  a previous  year  in  respect  of  these 
blocks  of  property  but  unfortunately  the  tenants  have  not  yet  been 
rehoused. 


IMPROVEMENT  GRANTS 


In  the  17  years  since  the  first  Improvement  Grant  Scheme  in  the 
district  was  completed,  643  houses  have  been  improved  with  the  aid 
of  grants,  and  as  there  are  4^977  houses  in  the  district,  this 
gives  a proportion  of  about  1 in  8. 

Increased  "Standard"  grants  have  been  made  in  six  cases,  five  for 
the  construction  of  septic  tanks  and  one  for  an  extension  to  the 
structure  of  the  dwelling. 

Work  in  connection  with  grants  is  rewarding  and  it  is  varied,  as 
in  a rural  district  like  this  it  is  not  often  that  two  schemes  are 
alike,  owing  to  the  varying  designs  of  the  houses.  The  Committee 
dealing  with  the  applications  have  been  most  painstaking  in 
implementing  the  provisions  of  the  various  acts  over  the  years  and 
I think  that  they  can  feel  satisfied  with  the  improved  conditions 
the  scheme  has  brought  about.  We  await  with  interest  the  amending 
legislation  promised  for  the  new  year  raising  the  amount  of  grants. 
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The  following  table  shows  the  work  done  in  the  year  under  review  from 
which  it  will  be  seen  that  there  were  more  applications  than  for  the 
previous  year,  the  figures  for  which  are  shown  in  brackets.  It  is 
interesting  to  note  that  the  applications  in  respect  of  tenanted  houses 
show  an  increase. 


EffiRQVEMENT  GRANTS 

1. 


STANDARD 

Owne  r/ Oc  cupie  r . 

Tenanted 

1.  No,  of  applications  received 

17 

(18) 

14 

(6) 

2.  No,  of  applications  approved 

19 

(21) 

12 

(7) 

3,  No,  of  applications  refused 

1 

(”) 

- 

(-) 

4.  No,  of  dwellings  improved 

27 

(18) 

8 

(8) 

5.  Amount  paid  in  grants 

cv 

(£3,049) 

• 

6.  Average  grant  per  house 

£120 

7.  No,  of  amenities  provided 

a)  fixed  bath 

30 

b)  shower 

- 

c)  wash  hand  basin 

30 

d)  hot  water  supply  (to  any 

fittings) 

30 

e)  water  closet 

(i)  within  dwelling 
(ii)  accessible  from  dwelling 

f)  food-store 


2.  DISCRETIONARY 


1. 

2. 

3. 

4. 

5. 

6. 

RENT  ACT 


No.  of  applications  received 
No.  of  applications  approved 
No.  of  applications  refused 
No.  of  dwellings  improved 
Amount  paid  in  grants 
Average  grant  per  house 


33 

18 

Owne  r/Oc  cupie  r , 

6 (16) 

4 (16) 

9 (17) 

£5,988 

£315 


Tenanted, 


15 

10 


(5) 

(5) 


10  (6) 
(£7,457) 
(£324) 


One  application  was  received  for  the  cancellation  of  a long  standing 
certificate  of  disrepair. 


MOVABLE  DWELLINGS 

CARAVAN  SITES  & CONTROL  OF  DEVELOPMENT  ACT  I960 

Privately  Owned  Sites 

Residential;  Holiday 


1.  No.  of  site  licences  operating  as  at  31*12.68  8 18 

a)  Individual  6 5 

b)  Multiple  (more  than  3)  2 13 

2.  Total  number  of  caravans  for  which  licensed  23  665 


One  site  operator  was  successfully  prosecuted  for  contraventions  of  site 
license  conditions,  this  being  the  third  conviction  relative  to  the 
particular  site.  The  case  was  heard  early  in  the  year  and  the 
magistrates  suggested  that  the  operator  and  the  Council's  representatives 
should  get  together  and  try  and  reach  a solution  to  the  problems 
arising  but  despite  various  meetings  agreement  had  not  been  reached  at 
the  year-end. 
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Ingle ton,  Stainforth  and  Malhamdale  continued  to  be  popular  "tenting 
areas"  but  these  were  generally  used  by  holiday  makers  staying  only 
for  a short  while  - such  holidays  are  naturally  very  dependent  upon 
the  weather  conditions.  There  are  no  sites  licensed  under  the  Public 
Health  Act  1936  for  movable  dwellings  of  this  type. 

WATER  SUPPLIES 


The  Craven  Water  Board  is  the  main  supplier  of  water  in  the  district 
and  during  the  year  they  took  over  the  small  privately  owned  Hawkswick 
supply.  This  village  was  originally  badly  watered  and  some  years  ago 
a small  scheme  was  installed  with  the  help  of  the  Ministry  of 
Agriculture,  and  this  is  the  system  now  transferred  to  the  Water  Board. 

Since  the  Burton-in-Lonsdale  supply  was  acquired  by  the  Graven  Water 
Board,  who  carried  out  certain  improvements,  there  has  been  a marked 
improvement  in  the  supply. 


The  following  table  shows  the  dwellings  supplied  by  the  owners  of 
different  supplies. 


Water  Undertaker 

Nature/origin 

Approx,  No,  of 

of  SUDOlV 

Dwellings  suoolied. 

Craven  Water  Board 

Upland  Springs 

3,992 

Arncliffe  Water  Co. 

II  II 

27 

Ingleboro  Estate 

Moorland  Stream  & Lake. 

84 

Long  Preston  Water 

Trustees 

Upland  Springs 

238 

Halton  West  Estate 

II  II 

27 

Rathmell  Estate 

II  II 

3^ 

4,403. 

As  mentioned  in  my  report  last  year,  samples  from  some  of  the  smaller 
supplies  showed  inconsistent  reports,  and  I particiolarly  mentioned 
Newby.  Complaints  were  received  regarding  offensive  taste  in  this 
particular  water  and  these  were  being  actively  investigated  by  the 
Board  at  the  year-end. 

The  privately  owned  Clapham  supply  was  again  the  subject  of  various 
complaints  and  defects  were  found  in  the  system.  Following  works  of 
repair  satisfactory  bacteriological  reports  were  obtained  on  samples 
for  the  supply  but  a supply  like  this,  where  the  lands  and  potholer. 
adjoining  the  lake  and  stream  are  visited  by  many  thousands  of  people 
each  year  must  always  be  looked  upon  as  a potential  risk. 

An  interesting  point  arose  at  Horton-in  Ribblesdale.  Apparently 
diesel  oil  is  used  in  connection  with  blasting  operations  at  the  quarry, 
and  it  was  noticed  that  a few  days  after  a blast  the  private  water 
supply  to  the  quarry  and  adjoining  cottages  became  polluted  with  the 
oil  which  disappeared  after  a short  time.  Although  not  dangerous, 
the  water  was  not  very  palatable  and  arrangements  were  made  for  an 
emergency  supply  if  this  was  found  to  be  necessary.  However  quarrying 
operations  were  moved  and  so  far  as  is  known  the  "nuisance"  abated. 

Sampling  of  all  major  supplies  was  continued,  and  the  following  table 
overleaf  shows  the  results  of  the  reports:- 
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Public  Supplies 
Individual  Private  supplies 


Chemical. 
Satis.  Unsatis. 

5 


Bacteriological. 
Satis.  Unsatis. 

69  48 

18  24 


5 - 87  72 

No  special  samples  were  taken  for  natural  fluoride  content,  but  those 
taken  previously  indicated  that  of  the  major  supplies  Hellifield  showed 
a content  of  .1  part  per  million. 


The  following  table  shows  further  information  regarding  the  supply 
of  water  to  the  various  townships  within  the  district 


Township; No.  of  Houses. Estimated  Pop; 


jb  w m 

In 

Town 

ship. 

Supplied 
by  piped 
village 
supply. 

a 

Supplied 
by  stand 
-pipe . 

In 

Town 

ship. 

Supplied 
by  piped 
village 
■ supply. 

A.  i W M • 

% of 
Totals, 

Settle 

880 

863 

1 

2206 

2167 

98 

Airton 

54 

54 

- 

165 

165 

100 

Amcliffe 

31 

27 

— 

78 

66 

85 

Austwick 

171 

155 

- 

446 

393 

88 

Bent ham 

945 

932 

- 

2503 

2405 

96 

Burton  in  LMale 

180 

169 

— 

423 

399 

94 

Clapham 

184 

170 

- 

585 

531 

91 

Giggleswick 

299 

271 

- 

832 

764 

92 

Halton  Gill 

16 

- 

- 

73. 

- 

- 

Halton  West 

27 

27 

109 

109 

100 

Hanlith 

7 

33 

— 

- 

Hawkswick 

22 

19 

— 

48 

37 

77 

Hellifield 

385 

369 

— 

1010 

949 

94 

Horton  in  R’dale 

215 

120 

— 

697 

366 

53 

Ingleton 

652 

585 

— 

1826 

1615 

88 

Kirk by  Mai ham 

25 

19 

- 

53 

37 

70 

Langcliffe 

163 

149 

- 

483 

438 

91 

Lawkland 

57 

10 

— 

226 

34 

14 

Litton 

17 

— 

57 

Long  Preston 

258 

238 

- 

589 

551 

94 

Mai ham 

43 

42 

— 

165 

161 

99 

Malham  Moor 

16 

- 

— 

116 

— 

Nappa 

4 

- 

— 

20 

— 

— 

Otterburn 

13 

10 

— 

50 

37 

76 

Rathmell 

73 

35 

— 

211 

118 

52 

Scosthrop 

16 

13 

- 

54 

43 

79 

Stainf orth 

68 

53 

— 

230 

174 

76 

Swinden 

8 

- 

— 

25 

Thornton  in  L’dale 

94 

72 

— 

251 

184 

73 

Wigglesworth 

54 

196 

4977  4402 


1 


13760  11743 
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SWIMMING  BATHS 

In  the  District  there  are  now  three  swimming  baths  all  privately 
owned  - viz: 

Giggleswick  School;  An  indoor  pool  supplied  from  the  School's  Private 
treated  water  supply.  There  is  also  a separate  treatment  plant  for  the 
bath  water. 

Bent ham  Grammar  School:  An  open  air  pool  was  recently  constructed  at 

this  school,  the  water  supply  which  is  treated  before  use  being  obtained 
from  the  public  mains  of  the  Graven  Water  Board, 

Ingle ton;  Many  years  ago  a pool  was  constructed  by  local  effort  and  is 

under  the  control  of  a local  organisation,  and  is  situated  at  the 
riverside.  When  in  use  there  is  a continuous  flow  of  water  from  the 
adjoining  river,  the  water  being  untreated. 


SEWERA.GE  AND  SEWAGE  DISPOSAL 

Generally  all  the  populated  areas  of  the  District  are  fairly  well 
sewered  and  I can  only  repeat  the  notes  in  previous  reports  viz:  the 
desirability  of  systems  being  provided  particularly  for  the  villages  of 
Kirk  by  Malham,  Rathmell  and  Amcliffe. 

It  is  interesting  to  note  that  at  last  approval  was  obtained  for  the 
new  sewage  disposal  works  etc,  serving  the  Townships  of  Settle,  Giggleswick 
and  Langcliffe,  This  work  has  been  held  up  for  many  years  pending  a 
decision  upon  the  suggested  construction  of  a river  regulating  reservoir 
in  the  Kibble  Valley, 

Of  the  4977  houses  in  the  district  approximately  86%  are  connected 
to  the  public  sewerage  systems  controlled  by  the  Council,  l6  out  of  30 
townships  being  pravided  for. 

The  sewerage  and  sewage  disposal  works  in  the  district  are  under  the 
control  of  Mr,  F,G,  Wood,  the  Council's  Surveyor,  to  whom  I am  indebted 
for  the  following  information  which  gives  particulars  as  to  the  work  in 
hand  during  the  year:- 


SEWAGE 

Sewerage  and  Sewage  Disposal  Schemes :- 


i)  Completed  during  the  year 

ii)  Under  construction  at 
year  end , 

iii)  Awaiting  approval  at 
year  end, 

iv)  In  preparation  at  year  end. 
Details  of  any  part  of  the  district 
i)  Sewers: 

ii)  Improvement  to  defective 
sewers: 


Work  at  Low  Bentham  and  improvement 
of  defective  sewers  at  Langcliffe, 

Settle,  Giggleswick  and  Langcliffe, 

High  Bentham,  Rathmell  & Malham, 

Long  Preston  works  improvement, 
requiring:- 

Kirkby  Malham,  Rathmell,  AxVjcliffe, 
Westhouse, 

Bentham,  Malham,  Settle,  Giggleswick 
and  Langcliffe. 
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iii)  Sewage  Disposal  Works: 

iv)  Improvement  or  extension  of 
sewage  disposal  works. 

FACTORIES  AND  WOBilPLACES 


Kirkby  Malham,  Amcliffe,  Westhouse. 

Malham,  Settle,  High  Bent ham, 

Long  Preston, 


As  last  year  there  was  very  little  change  in  the  industry  of  the 
district,  and  the  list  of  outworkers  showed  that  there  were  seven 
persons  employed  at  home,  mainly  Burling  and  Mending  in  connection  with 
the  textile  trade.  Contraventions  at  two  factories  were  referred  by  the 
Factory  Inspector,  both  in  connection  with  closet  accommodation. 

The  number  of  factories  in  the  district  was  124. 


REFUSE  COLLECTION  AND  DISPOSAL 


Work  continued  very  much  as  in  previous  years,  in  that  refuse  is 
collected  from  all  the  centres  of  population  and  disposed  of  at  a central 
tip  at  Langcliffe  where  "controlled"  tipping  is  fully  carried  out.  We 
are  fortunate  in  having  a large  quantity  of  quarry  waste  for  use  as 
covering  material  and  this  coupled  with  the  use  of  the  crawler  tractor 
enables  the  disposal  to  be  carried  out  in  a satisfactory  way. 

Fourteen  men  and  four  vehicles  are  fully  employed,  on  collection 
and  disposal  and  during  the  year  one  small  vehicle  was  replaced  by  a 
larger  one  for  more  economical  transport.  Opportunity  was  taken  to 
close  down  the  Bent ham  Tip  which  for  some  time  has  been  the  subject  of 
complaints  from  nearby  residents.  No  materials  are  salvaged  from 
the  refuse. 

There  has  not  been  any  extension  of  the  service  during  the  year 
apart  from  the  inclusion  of  new  properties  and  the  odd  outlying 
property  where  collections  could  be  made  without  jeopardising  the 
existing  arrangements. 

Many  authorities  have  adopted  bonus  payments  for  refuse  collection 
work  and  the  Council  is  to  consider  the  subject  in  the  new  year. 

The  following  table  shows  the  work  done  during  the  year  when  approx, 
4,500  tons  of  refuse  were  collected  and  disposed  of.  The  figures  in 


brackets 

are 

for  the  previous  year. 

Vehicle: 

No,  of  Loads  Tipped: 
Bent ham:  Lanscliffe: 

Miles  Travelled 

Dual  Tip 

(1) 

785  WU: 

505 

4,037 

Dual  Tip 

(2) 

GYG  772  C: 

478 

7,803 

Dual  Tip 

(3) 

PWX  933  E:  3 

461 

12,914 

Gamecock. 

3157  WX:(Part  Year)  438 

- 

2,977 

Dual  Tip 

(4) 

VWW  288  F : " " 

136 

5,275 

441  (1119)  1580  (1068)  33,006  (30,328) 
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RODENT  CONTROL 

This  service  was  continued  as  over  the  last  few  years  in  that  the 
Council  employed  a firm  of  contractors  for  the  control  of  Rats,  Mice, 
Common  Cockroaches,  Steam  Flies  and  Silver  Fish  in  all  Council 
properties,  private  houses  and  grounds,  on  request,  sewage  disposal  works, 
tips,  sewers  etc,,  and  this  scheme  was  continued  throughout  the  year,. 

The  scheme  at  a cost  of  £478  for  the  year,  appears  to  have  worked 
very  satisfactorily  and  the  following  table  shows  the  work  done; 

Properties  other  than  sewers; 

i)  Number  of  properties  in  district  6079 

ii)  a)  Total  number  of  properties  (including  nearby 

premises)  inspected  following  notification.  116 

b)  Number  infested  by  i)  rats  88 

ii)  mice  29 

iii)  Total  number  of  properties  inspected  for  rats  and/or 

mice  for  reasons  other  than  notification,  i)  rats  517 

ii)  mice  6 

In  addition  to  the  properties  shown  above,  sewage  works,  sewerage 
systems  and  tips  received  routine  treatments. 


MILK  SUPPLY 

There  were  48  milk  retailers  in  the  district,  and  sampling  was 
carried  out  both  by  officers  of  the  County  Council  and  your  own  staff  in 
an  endeavour  to  make  sampling  as  thorough  as  possible,  copies  of  all 
reports  being  received. 

Of  the  samples  taken  by  your  officers  for  the  Methylene  Blue  Test, 
(cleanliness)  approximately  90%  were  satisfactory.  All  samples  were 
examined  for  Brucella,  and  where  the  culture  test  was  positive  action 
was  taken  to  prevent  the  sale  of  infected  milk  for  consumption  unless 
previously  heat  treated.  Investigations  were  made  followed  by  the 
appropriate  statutory  action  in  respect  of  the  milk  from  nine  farms, 
and  in  some  cases  arrangements  were  made  for  "individual  cow  samples"  - 
the  task  of  investigation  and  follow  up  can  be  very  time  consuming. 

An  interesting  point  which  can  arise  in  a very  small  village  where 
there  is  only  one  produce r/retailer  is  where,  because  of  brucella,  the 
particular  milk  may  not  be  sold  in  its  raw  state. 

Other  producers  may  be  unwilling  to  retail  because  of  the  small 
quantities  involved  and  the  villagers  are  too  isolated  to  obtain  milk 
from  elsewhere. 


SLAUGHTERHOUSES 

The  very  early  weeks  of  the  year  saw  the  end  of  the  extra 
slaughtering  caused  by  the  Foot  and  Mouth  Disease  restrictions  and 
throughout  the  year  the  work  continued  as  previously  at  the  three 
private  slaughterhouses  in  the  district.  One  of  the  slaughterhouses 
is  not  equipped  for  dealing  with  cattle,  being  mainly  used  seasonally 
for  the  slaughter  of  lambs  and  one  sometimes  wonders  whether  it  is 
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essential  for  this  licence  to  be  continued. 


All  animals  slaughtered  were  examined  and  the  following  table 
shows  the  work  done: 


Carcases  Inspected 
and  Condemned; 

Cattle 

Excluding 

Cows 

Cows 

Calves 

Sheep 

8c 

Lambs 

Number  killed 

628 

110 

159 

2865 

Number  not  inspected 

- 

- 

- 

- 

All  Diseases  except 
Tuberculosis  (k  Cvsticerci 

Whole  carcases  condemned 

3 

3 

Carcases  of  which  some  part 
organ  was  condemned. 

or 

293 

65 

.4 

■ 564 

Tuberculosis  only 

Whole  carcases  condemned 

. 

. 

. 

Carcases  of  which  some  part 
organ  was  condemned 

or 

•• 

— 

— 

Cvsticerci 

Carcases  of  which  some  part 
organ  was  condemned 

or 

Carcases  submitted  to 
refrigeration 

i- 

Generalised  and  totally 
condemned 

Pigs 


277 


15 
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OTHER  FOOD  PREMISES 


There  are  no  large  poiiltry  dressing  establishments  within  the  area 
but  at  Bent ham  there  is  an  expanding  business  where  rabbits  are 
collected  from  a wide  area  and  are  dressed,  frozen  and  prepared  for 
distribution. 

The  following  table  shows  the  number  of  food  premises  in  the  area, 
and  routine  inspections  were  carried  out  throughout  the  the  year. 

i)  No,  of  food  premises  in  the  area: 


a)  Catering  establishments i 

81 

b)  Bakehouses: 

10 

c)  Other  food  shops: 

131 

ii)  No,  of  food  premises  registered  under  section  16  of  the 
Food  and  Drugs  Act  1955:- 
a)  Ice-cream 

i)  Manufacturers:  1 

ii)  Retailers;  87 


b)  Sausages,  Potted  or  Preserved  Foods; 


16 
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OFF  ICES » SHOPS  AND  MILWAY  FBMISES  ACT  1963 

During  the  year  there  were  no  further  registrations  under  this  Act, 


and  the  premises  now  registered  are:- 

Officess  40 
Retail  Shops?  50 
Wholesale  shops  and  warehouses?  7 
Catering  establishments  open  to  the  Public,  Canteens?  18 
Fuel  Storage  Depots?  1 


COIMON  LODCniG  HOUSES 


I am  again  asked  to  comment  on  common  lodging  houses,  and  from  my 
earlier  reports  it  will  be  seen  that  the  last  two  in  the  district  were  in 
Settle,  being  closed  in  1925  and  1929. 
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SKIPTON  RU?J^  DISTRICT  CQUHGIL. 


SANITARY  GIRGUMSTANGBS  OF  THE  AREA. 

PUBLIG  HEALTH  INSPSCTQR'S  REPORT, 

The  work  of  the  Department  was  continued  throughout  the  year  with  three 
Inspectors,  one  pupil  Inspector,  one  Technical  Assistant  and  office 
staff.  Having  regard  to  the  scope  of  the  activities  of  the  Health 
Department  and  the  considerable  average  increase  in  the  building  and 
other  activities  within  the  District  the  Technical  Officers  were 
fully  extended  to  cope  adequately  with  all  the  work  involved.  One 
male  clerk  left  the  Council's  service  during  the  year,  and  although  a 
successor  was  appointed  he  was  not  able  to  take  up  his  duties  before 
the  end  of  December.  This  period  of  staff  shortage  inevitably 
created  difficulties  in  office  routine. 


HOUSING 


The  publication  of  the  White  Paper  CliD  3^02  "Old  houses  into  new  Homes" 
foreshadowed  changes  in  procedure  which  could  have  far  reaching  effects. 

It  now  remains  to  be  seen  whether  the  resultant  Act  will  have  the  hoped 
for  beneficial  effect  on  housing  activities  generally. 

Representation  under  part  III  of  the  Housing  Act,  1957,  v;ere  made, 
these  covered  53  houses  included  in  6 clearance  areas,  the  areas  were 
declared  in  all  cases,  but  in  one  instance,  involving  three  houses  it 
was  considered  to  be  expedient  to  substitute  action  under  Section  l6  of 
the  Act  after  the  receipt  of  adequate  proposals  for  the  reconditioning 
of  two  of  the  houses,  a Closing  Oixier  covering  the  thiitl  cottage  v;as 
made. 

5 Compulsory  Purchase  Orders,  involving  41  houses  were  made.  4 C.P.O's 
were  confirmed  by  the  Minister  of  Housing  and  Local  Government, 

Reports  were  presented  on  twelve  individual  unfit  houses | in  all  cases 
action  under  Section  l6  of  the  Act  followed.  Eight  houses  were  closed 
during  the  year. 

Thirty  houses  were  made  fit  for  habitation  after  formal  or  informal 
action  by  the  Council  or  Officers,  of  these  five  had  formerly  been 
closed. 

No  cases  of  statutory  overcrowding  came  to  light  during  the  year,  this 
confirmed  earlier  experience  that  overcrowding  presents  no  problem, 
vjithin  the  District. 

IMPRO'/BI^ISNT  GRAI'jTS. 

In  spite  of  the  increased  grant  aid  foreshadowed  in  the  'White  Paper  for 
early  legislation,  there  was  little  decrease  in  the  number  of  applications 
for  Discretionary  and  Standard  Grants.  One  application  by  a tenant  for 
the  compulsory  improvement  of  his  house  was  considered  and  approved, 
following  which  the  landlord  voluntarily  carried  out  the  necessary 
standard  improvements. 

One  improvement  area  of  four  houses  was  declared  and  the  necessary 
notices  served. 


standard  Grants. 


Table  No.1, 

Total  number  of  applications  received?  114 

No,  of  Applications  Maximum  Grant 

Approved  During  Year.  Amenities  to  be  Provided.  in  each  Case, 

21  Bath,  wash  hand  basin,  hot  water 

supply  (to  all  points),  w.c.  and 


food  store. 

£155. 

22 

Bath,  wash  hand  basin,  hot  water 
supply  (to  bath  and  wash  hand  basin) 
w.c,  and  food  store. 

£130. 

3 

Bath,  wash  hand  basin,  hot  water 
supply  (to  bath  and  wash  hand  basin) 
and  w.c. 

£120. 

2 

Bath,  wash  hand  basin,  hot  water 
supply  (to  all  points)  and  food  store. 

£115. 

9 

Bath,  hot  water  supply  (to  bath), 
w,c,  and  food  store. 

£110. 

1 

Bath,  wash  hand  basin,  hot  water 
supply  (to  sinlc),  w.c,  and  food  store 

£105. 

2 

Bath,  wash  hand  basin,  hot  water 
supply  (to  bath  and  wash  hand  basin) 
and  food  store. 

£90. 

' 7 

V/ash  hand  basin,  hot  water  supply 
(to  wash  hand  basin),  w.c,  and  food 
store. 

£70. 

12 

W.C,  and  food  store 

£50. 

1 

W.C. 

£40. 

4 

Bath,  wash  hand  basin,  hot  water 
supply  (to  all  points),  w.c,  (to 
septic  tank)  and  food  store. 

£185. 

5 

Bath,  wash  hand  basin,  hot  water 
supply  (to  bath  and  wash  hand 
basin),  w.c,  (to  septic  tank) 
and  food  store. 

£248. 

£194. 

£191. 

£251. 

1 

W.C.  (to  septic  tank). 

£135. 

3 

Bath,  wash  hand  basin,  hot  water 
supply  (to  bath  and  wash  hand 
basin)  and  w.c,  (to  septic  tank)'. 

£200. 

£207. 

£225. 

1 

Bath  (extension),  wash  hand  basin, 
hot  water  supply  (to  bath  and  wash 
hand  basin),  w.c.  (to  septic  tank) 
and  food  store. 

£350. 

1 

Bath,  hot  water  supply  (to  bath) 
and  w.c,  (to  septic  tank). 

£208. 

105 


Table  No.1  continued. 


No,  of  Applications  Maximum  Grant 

Approved  During  Year.  Amenities  to  be  Provided.  in  each  Case, 


1 

Bath,  hot  water  supply  (to  bath), 
w,c,  (to  septic  tank)  and  food 
store. 

£241. 

1 

W,C.  (to  septic  tank)  and  food 
store. 

£274. 

4 

Refused . 

3 

Withdrawn. 

Total 

number 

of  grants  paid  after 

completion  of  work: 

107 

Total  Amoimt 
of  Grants. 

Fixed  Bath  Wash 
or  Shower.  Basins. 

Hot  Water  Hot  Water 

Supply  Supply  1 W.C. 

3 points,  or  2 points. 

Food  Storage 
Facilities. 

£12,663  65  63  39  35  98  94 


Discretionary  Grants. 


Table  No, 2. 


No,  of  Applications  Received 

20 

No,  of  Applications  Approved 

23 

Approved  Expenses 

£31,748, 

3.  7. 

Grants  Approved 

£8,515. 

6,  2, 

No,  of  Schemes  Completed 

20 

No.  of  Grants  Paid 

16 

Amount  Paid 

£ 5 , 644 • 

18.  10. 

MOVABLE  DWELLINGS 


One  new  caravan  site  for  40,  mainly  recreationai  caravans,  was 
established  near  Tarn  House,  Stirton,  A site  licence  to  model  standards 
was  issued  and  the  site  was  brought  into  partial  use,  although  not  all 
the  essential  amenities  had  been  installed.  After  the  site  operator 
had  been  warned  of  the  possible  consequences  of  his  action  the  nuinber 
of  caravans  on  the  site  was  reduced  and  work  on  the  installation  of  the 
amenities  was  speeded  up.  One  other  site  for  one  caravan  only  was 
licensed  for  a temporary  period. 

After  site  inspections  and  discussions  the  number  of  caravans  permitted 
to  be  stationed  on  the  Wharfedale  Holidays  Site  at  Hebden,  was  increased 
from  10  to  15. 

Whilst  some  minor  contraventions  of  licensing  conditions  were  found 
during  the  course  of  inspections  during  the  summer  period  none  was 
considered  to  be  serious  enough  to  warrant  any  prosecutions  being 
undertaken. 
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At  the  end  of  December  there  were  9 sites  licensed  mainly  for 
recreational  use  with  capacities  ranging  from  8 to  320  caravans.  The 
total  number  of  caravans  authorised  to  be  kept  on  these  sites  waB  545. 
In  addition  to  the  above  17  site  licences  were  operative  authorising 
the  use  of  land  for  not  more  than  3 caravans  in  each  case. 

The  usual  itinerrjit  camping  on  various  sites  throughout  Upper 
Wharf edale  was  carried  on  during  the  summer  months.  No  contraventions 
of  the  Camping  Byelaws  came  to  light  and  so.  far  as  is  known  no  nuisance 
was  created. 


PUBLIC  WATER  SUPPLIES 


The  supply  of  water  to  the  major  part  of  the  District  is  administered 
by  the  Craven  Water  Board  and  Bradford  Corporation  continued  to  supply 
the  parishes  of  Addinghara  and  Bumsall, 

I am  indebted  to  the  Engineering/Managers  of  the  Undertakings  concerned 
for  the  details  which  follow: 

Table  No,  3. 

1 and  7 Number  of  Dwelling  Houses  supplied  and  estimated  populations 


1 Number  of  Premises  suonlied 

Estimated  | 

Revised  no, 
for  1967 

; Additions 
in  1968 

: Total 

! 1968. 

Population 

supplied. 

Applet re ewick 

30 

30 

82 

Beamsley 

7 

7 

15 

Bradley 

242 

26 

1 268 

716 

Buckden 

36 

2 

38 

80 

Cal ton 

13 

- 

13 

36 

Carleton 

322 

- 

322 

902 

Conistone  with  Kilnsey 

18 

- 

18 

41 

Cononley 

283 

6 

289 

807 

Cowling 

566 

- 

566 

1,612 

Draughton 

43 

8 

51 

143 

Eastby  and  Embsay 

516 

11 

527 

1,476 

Famhill  and  Kildwick 

206 

3 

209. 

614 

Gargrave  and  Coniston  Cold 

590 

2 

592 

1,645 

Gras sing ton  and  Threshfield 

437 

8 

445 

1,054 

Glusburn 

1,158, 

74 

1,232 

3,428 

Halton  East 

Previously ' 

not  incl. 

13 

13 

39 

Hartlington 

17 

17 

46 

Hebden 

80  , I 

- 

80 

228 

Hetton  with  Rylstone 

48  i 

- 

48 

134 

Kettlewell 

79 

■ 1 

80 

232 

Linton 

45  1 

45 

206  incl 

i 

Linton  Scho 

Martons  (both)  with  Horton 

Previously  ! 

not  incl,  | 

79 

79 

267 

Salterforth 

151  1 

7 

' 158 

467 

Steeton  with  Eastbum 

948  1 

25 

: 973 

2,835 

Starbotton 

33  1 

- 

33 

94 

Sutton 

1,023  i 

35 

1,058 

3,012 

Thornton  j 

108  I 

108 

291 

Total:  ‘ 

6,999  1 

300 

7,299 

20,502 
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Table  3 continued. 


There  are  no  houses  in  the  area  which  receives  a supply  of  water  from 
the  Board  by  means  of  standpipes. 


2 (a) 

(b) 


Supplies  of  water  are  sufficient 

Lack  of  storage  at  Hetton  and  Rylstone  but  supplies  are 
sufficient. 


(c)  i Consideration  being  given  to  the  development  of  new  and 

existing  sources.  ^ 

ii  Complaints  dealt  with  as  they  arise 

(d)  Extensions  made  as  required  by  building  development 


3 

4 

5 

6 

7 


See  separate  list 
Pliimbo  Solvency 

Thornton  - With  the  exception  of  two  properties,  the  whole 
of  Thornton  is  now  supplied  from  Elslack  reservoir. 

All  supplies  are  as  previously  reported 

The  natural  fluoride  content  of  the  water  is  0,1  to  0,2 
parts  per  million  generally  but  varies  according  to  different 
areas. 

Included  with  item  1 . 


Bacteriological  Examinations  Table  3.  Pages  108,  109  and  110. 


PRIVATE  WATER  SUPPLIES 


The  supply  of  water  by  private  undertakings  or  individuals  to  the 
fourteen  parishes  or  parts  of  parishes  as  set  out  in  the  last  annual 
report  was  continued.  Similarly  there  was  little  change  in  the  mainly 
upland  surface  and  spring  supplies  to  isolated  communities,  except  that 
in  one  or  two  instances  new  bore  holes  wore  put  down. 

Work  commenced  on  the  extension  of  the  Embsay  main  to  serve  Hal ton  East 
after  the  Council  had  agreed  to  malce  deficiency  payments  to  the  Craven 
Water  Board  in  the  event  of  the  revenue  being  insufficient  to  warrant 
the  extension  but  this  had  not  been  completed  at  the  end  of  December, 
Nothing  was  done  to  improve  the  supplies  in  Lothersdale  or  Hambleton 
area  of  Bolton  Abbey.  The  Airevicw,  Cononley,  supply  which  I mentioned 
in  the  last  report  was  taken  ovor  by  the  Craven  Water  Board  towards  the 
end  of  the  year. 

Following  the  Mossdale  Cavern  disaster  during  1967  the  sampling  of  supplies 
which  could  possibly  have  been  affected  by  the  tragedy  was  continued,  but 
there  was  no  increase  in  pollution  shown  by  these  samples.  Indeed  after 
protection  works  had  been  undertaken  to  the  supply  to  Throstle  Nest  Farm 
it  was  found  to  be  considerably  improved.  This  I believe,  clearly 
supports  the  opinion  that  the  pollution  was  from  surface  origins  and 
not  from  the  water  from  any  of  the  caverns. 

During  the  course  of  the  year,  some  investigation  was  undertaJeen  to  find 
the  pH  value  and  lead  content  of  as  many  as  possible  of  the  private 
supplies,  and  in  some  cases  rather  disturbing  results  were  obtained. 

Details  of  the  sampling  are  set  out  on  Table  No,  4 - Page  111. 
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Water  Sampling  Results 

Table  No.  4. 


Bacteriological  Chemical  Analysis. 


. 1 

iThis  heading  includes  the  results  of  the  following  | 

tests:  1 - Plumbo-solvencyj  < 

- Lead  content;  { 

3 - Fluoride  content. 

! 

i 

( 

1 

No.  of 

1 

Type  of 

Samples 

Result, 

1 

IPH  7 

1 

pH  above  7 

32 

11 

1 

jpH  below  7 

20 

Lead  0,05 

1 

Satisfactory  70 

Unsatisfactory  l6 

Lead  more  than  0,05 

32 

12 

Total  ”86 

Lead  less  than  0,05 

19 

Fluoride  0.1  p.p.m. 

12 

Fluoride  more  than  0.1  p.p.m. 

14 

2 

Fluoride  less  than  0,1  p.p.m. 

Nil 

Notes. 

pH  7 means  neutral  reaction.  Permissible  Iccad  content  World 

Less  than  pH7  means  acid  reaction.  Health  Organisation  European 

More  than  pH7  means  alkaline  reaction.  Standard  is  0.1  mg/l. 

Permissible  lead  content  World 
Health  Organisation  International 
Standard  is  0,05  nig/l. 

SEWERjIGE  & SEWAGE  DISPOS.'H. 

I am  indebted  to  the  Council's  Engineer  & Surveyor  for  the  details  as 
follows 

The  scheme  for  Appletreewick  was  completed  during  the  year. 
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2.  No  schemes  were  under  construction  at  the  year  end, 

3.  The  scheme  for  Martons  Both  still  awaited  Ministry  approval  at  the 
year  end. 


DRt'ilNAGE  WORIC  & SiiNITARY  ilCG0M40DATI0N 


In  the  main,  contractors  were  meticulous  in  giving  notice  of  completed 
drainage  work  when  ready  for  inspection  aud  test,  but  in  one  instance 
it  came  to  light  that  a small  section  of  drain  had  in  fact  been  back- 
filled before  inspection  had  been  made*  This  was  taken  up  with  the 
contractor  concerned, 

A total  of  5,023  yards  of  4"  salt  glazed  earthenware  drain  and  40  yards 
of  salt  glazed  earthenware  6”  drain  were  tested,  2,393  yards  of  4” 
salt  glazed  earthenware  drain  and  141  yards  of  6”  salt  glazed  earthenware 
drain  were  inspected  but  could  not  be  tested,  379  yaixis  of  4"  pitch 
fibre  piping  was  tested  and  743  yards  of  a similar  type  of  pipe  was 
inspected  but  could  not  be  tested. 

The  grant  aid  scheme  to  assist  the  conversion  of  pail  and  tippler 
closets  to  fresh  water  closets  was  unchanged.  During  the  course  of  the 
year  8 pail  closets  were  converted  to  fresh  water  closets  and  26  waste 
water  closets  were  also  converted  to  the  fresh  water  carriage  system. 


BUILDING 


The  work  under  this  heading  continued  at  a high  level  throughout  the 
year  and  a considerable  amount  of  officers  time  was  taken  up  in  the 
administration  of  the  Building  Regulations,  It  was  considered  to  be 
appropriate  in  several  instances  to  relax  various  Building  Regulations, 
particularly  concerning  improvements  to  houses|  in  several  instances 
application  for  relaxation  was  sent  to  the  Minister  of  Housing  & Local 
Government  with  the  Council's  observations. 

Details  of  building  work  are  set  out  in  the  Table  No,  5.  Page  113* 
those  relating  to  Council  development  have  been  supplied  by  the 
Engineer  & Surveyor, 


Fi,CT0RIES  ACT,  1961 

There  are  111 . factories  within  the  District,  these  vary  in  size  from 
small  bakehouses  and  slaughterhouses, ' where  the  very  minimum  number  of 
persons  are  employed,  to  textile  factories  employing  some  hundreds  of 
operatives.  The 'major  factories  were  all  inspected  ond  in  all  24 
written  notices  were  sent  requiring  defects  to  be  made  goodj  in  three 
cases  toilets  were  found  to  be  dirty.  Representations  to  the  managements 
concerned  resulted  in  improvements  being  made.  No  prosecutions  for 
contraventions  were  necessary. 

The  finishing  of  textile  weaving  process  was  continued  at  seven 
outworkers  promises  and  visits  were  made  to  the  houses  concemedj 
conditions  were  satisfactory  in  all  cases. 


Trblo  Nc,  5. 

Y/3  Dccembor  31st  1968 
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HOUSES  BUILT  lUD  HOUSES  CONVERTED  DURING  THE  YEAR  1968 


CFFICES.  SHOPS  & TLlILWilY -PREMISES  AGT,  1963. 


During  inspections  of  premises  for  other  purposes  4 were  found  to  be 
unregistered  under  the  above  Ect,  following  which  all' were  registered 
after  receipt  of  the  official  application.  ii.t  th6  end  of  the  year 
there  were  94  registrations  recorded. 

The  number  of  inspections  of  registered  premises  was  increased 
considerably  over  previous  years;  In  all  104  contraventions  were 
found  and  6l  defects  of  various  kinds  were  made  good.  It  was  not 
necessary  to  undertalce  any  prosecution  for  neglect  of  the  various 
provisions  of  the  Act. 

Whilst  in  all  cases  the  occupiers  of  premises  appeared  to  be  willing 
to  comply  with  the  Act  after  their  attention  had  been  drawn  to  defects, 
inspections  as  frequently  as  possible  are  obviously  necessary,  as 
there  appeared  to  be  little  understanding  of  their  responsibility  on 
the  part  of  occupiers  of  premises.  The  main  defects  found  were  badly 
guarded  machinery,  dark  and  dangerous  staircases  and  shortage  of 
daylight  and  artificial  lighting,  particularly  on  staircases  oud 
passages. 


KEEPING  -OF  PETROLEUM  SPIRIT  & MIXTURES. 

Routine  inspections  of  85  separate  sites  on  which  petroleum  spirit 
or  mixtures  are  stored  were  continued  by  fire  prevention  officers  of 
the  West  Riding  County  Council  fire  service  on  the  Council’s  behalf. 
Inspections  and  testing  of  new  installations  and  equipment  of  which 
there  were  two,  were  carried  out  by  officers  of  the  Health  Department. 

At  the  end  of  the  year  there  were  85  separate  sites  licensed 
authorising  the  storage  of  271,900  gallons  of  petrol  or  petroleum 
mixtures. 


SCHOOLS 

Schools,  with  particular  reference  to  toilet  facilities  and  water 
supplies,  were  visited  from  time  to  time.  Whilst  it  was  not  considered 
necessary  to  draw  the  attention  of  the  Education  Authority  to  the  need 
for  immediate  improvement  in  any  particular  case,  there  are  still 
several  schools  where  improvements  are  clearly  desirable. 

.JJIM'X  B0..RDING  EST;J3LISHMENTS 
KEEPING  CF  


There  were  two  establishments  licensed  for  the  boarding  of  dogs  and 
cats.  The  use  of  the  premises  was  confined  mainly  to  the  Summer 
holiday  period;  no  complaints  were  received  and  no  nuisances  were 
noted. 

In  spite  of  the  absence  of  byelaws  governing  the  keeping  of  animals, 
no  nuisances  from  this  source  came  to  light. 


PLACES  CF  ENTERTAINMENT. 


The  only  cinema  within  the  District  closed  as  such  during  the  year,  thus 
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leaving  Inns  and  Hotels  as  the  only  places  of  entertainment. 

Toilet  facilities  were  considered  to  be  adequate  in  all  cases  except 
ttie  one  Inn  mentioned  in  my  last  annual  report,  iifter  service  of 
Statutory  Notice  under  Section  89  of  the  Public  Health  Act,  1936,  plans 
were  deposited  and  work  on  new  sanitary  blocks  was  completed. 


SMOKE  ;3ATEMENT 

Close  liaison  was  continued  with  officers  of  the  ;j.kali  Works 
Inspectorate  on  the  problem  of  the  continued  smoke  nuisance  from  lime 
burning  at  Swinden  Quarry,  Whilst  lime  burning  is  quite  definitely 
within  the  purview  of  the  Inspectorate,  co-operation  was  close  and  one 
joint  inspection  of  the  plant  was  made.  It  was  found  that  an  air 
distribution  cone  at  the  foot  of  the  first  oil  fired  kiln  had  collapsed 
and  was  not  fulfilling  its  function  correctly, .thus  permitting  excess 
air  at  some  points  within  the  kiln  and  not  enough  at  others,  lifter 
the  second  kiln  with  an  improved  air  distributor  had  been  brought  into 
use,  the  first  one  was  allowed  to  cool,  emptied  and  modified  by  the 
manufacturers.  Unfortunately,  whilst  there  was  some  reduction  in 
smoke  emission  generally,  the  kilns  were  obviously  not  working  as 
planned  and  investigations  by  the  Inspectors  and  manufacturer  continue. 

Observations  of  factory  chimneys  were  made  from  time  to  time.  No 
serious  emission  was  observed  and  in  the  few  cases  where  there  was 
room  for  improvement  letters  to  the  management  followed  by  visits  to 
factories  were  sufficient  to  rectify  the  position. 

Details  of  one  new  steam  raising  plant  and  a new  factory  chimney  were 
approved.  The  plant  which  was  coal  fired  used  a blast  of  secondary 
air  to  distribute  the  fuel  over  the  fire  bed.  The  plant  was  working 
on  a limited  basis  at  the  end  of  the  year  and  whilst  during  the 
warming  up  period,  some  smoke  was  emitted  as  could  be  expected,  none 
has  since  been  observed. 

The  Sutton  No.  1 Smoke  Control  Order  was  made  and  submitted  to  the 
Minister  for  confirmation.  One  objection  was  received  and  a Public 
Inquiry  is  to  be  held. 


NOISE  NUISiJ'ICBS. 

Intermittent  complaints  from  residents  of  the  Junction  area  of  Grosshills 
which  had  been  made  over  the  last  few  years  ceased  with  the  closing  down 
of  an  engineering  factory. 

One  complaint  from  residents  in  Cracoe  was  received  of  noise  nuisance 
from  stone  crushing  plant  at  a quarry  about  three  quarters  of  a mile 
distant.  The  complaint  was  investigated,  and  whilst  the  noise  could 
just  barely  bo  heard  during  the  daytime  with  the  wind  from  a North 
Easterly  direction,  no  sound  whatever  could  be  heard  when  the'  wind 
ch-anged  its  direction.  It  is  appreciated  that  with  background  noise 
lower  at  night,  the  sounds  complained  of  could  assume  greater 
proportions  and  a report  was  made  to  the  Public  Health  Committee  with 
this  factor  in  mind.  The  Committee  declined  to  authorise  further 
action  but  it  is  clear  that  further  investigations  are  necessary. 


116 


OFFENSIVE  TKIDBS. 

There  are  no  scheduled  offensive  trades  within  the  District,  The 
knackery  at  Glusburn  was  visited  from  time  to  time  and  no  offence 
was  noted. 


REFUSE  COLLECTION  im  DISPOSAL. 

The  refuse  collection  areas  established  by  resolution  some  years  ago 
were  unchanged,  although  several  additional  kerbside  collections 
outside  the  areas  were  authorised. 

Further  research  was  done  on  the  question  of  the  introduction  of  a 
bin  bonus  scheme  and  the  Council  agreed  to  consider  the  introduction 
of  a scheme  on  similar  lines  to  those  being  operated  in  other  parts 
of  the  West  Riding,  Before  any  full  scheme  could  be  prepared  for 
consideration,  I was  approached  by  some  of  the  workmen  concerned  and 
asked  not  to  introduce  such  a scheme  in  spite  of  the  impression 
previously  given  that  all  workmen  wished  to  participate.  To  clarify 
the  position,  a ballot  was  held  and  the  majority  of  the  men  concerned 
did  not  want  any  change  in  their  wages  structure,  accordingly  the 
whole  matter  remained  in  abeyance  at  the  end  of  the  year. 

Two  new  vehicles  were  put  into  service  during  the  year,  one  to  replace 
a worn  out  Dennis  10  cu.  yd,  side  loader  and  one  to  replace  a Dennis/ 
Shefflix  fore  and  aft  tipping  vehicle.  The  second  vehicle  had  to  be 
replaced  because  of  the  application  of  the  Motor  Vehicles 
(Construction  and  Use)  Regulations, 

Some  difficulties  were  experienced  in  the  use  of  paper  sacks  from 
animals  tearing  them  to  get  to  the  contents.  Several  householders 
replaced  the  holders  by  dustbins  and  thereafter  used  the  paper  sacks 
as  bin  liners.  No  disadvantages  in  the  use  of  plastic  bin  liners 
were  found  and  their  use  expedited  the  collections  of  refuse  in 
Addingham  where  most  are  in  usej  indeed  it  was  only  made  possible  to 
clear  all  the  refuse  in  the  village  in  thu  allocated  two  days  by  the 
use  of  the  liners. 


Dustbins  Collected  etc,  1968. 

Table  No,  6, 


Approximate  No,  of  Binns  collected!  443,287 
Approximate  No,  of  Pails  collected:  7,046 
Approximate  No.  of  Loads  collected:  2,315 
Approximate  tonnage  collected:  8,650 
Approximate  cost  per  ton  of  collection  and  disposal:  £3*  13«  6, 
Approximate  cost  per  1,000  head  of  population  of 


collection  and  disposal  of  refuse; 


£1,308 


0 


0. 
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Salvage . 
Table  No.  7. 


MATERIALS  OR  SERVICE. 

WEIGHT . 

INCQ4E. 

Tons. 

Cwts. 

Qrs. 

Lbs. 

£. 

s. 

d. 

Fibreboard 

78 

9 

3 

3 

814. 

10. 

6. 

Newspaper 

48 

11 

1 

0 

457. 

11. 

3. 

Mixed  Waste 

57 

4 

3 

0 

463. 

17. 

3. 

Rags 

1 

11 

0 

0 

24. 

16. 

0. 

Cast  Iron 

1 

6 

2 

0 

9. 

5. 

6. 

Copper 

1 

14 

7. 

5. 

7. 

JLum;.  X lum 

4 

1 

7 

22. 

13. 

0. 

Batteries 

2 

3 

12. 

6. 

Lead 

23 

15. 

10. 

Brass 

1 

2 

3. 

1. 

5. 

Zinc 

1 

0 

0 

1. 

4. 

0. 

Collection  of  Trade  Waste. 

323. 

5. 

0. 

Removal  of  Accumulations. 

62. 

15. 

4. 

2,191.  13.  2. 


In  spite  of  the  salvage  bonus  scheme  which  provides  for  50%  of  all  the 
income  over  £300  per  quarter  being  paid  to  the  workmen,  the  amount  of 
salvage  collected  was  disappointing.  With  greater  co-operation  from  the 
men,  much  more  salvage,  paper  and  rags  in  particular,  could  be  made 
available  for  sale. 

Th«  efforts  to  obtain  further  land  in  the  Cononley  area  for  the  disposal 
of  either  pulverised  or  untreated  refuse  were  pressed  further  and  a 
formal  application  was  made  for  Planning  permission.  Opposition  to 
the  scheme  from  various  directions  became  quite  fantastic  and  it 
appeared  that  permission  to  use  the  land  is  almost  unobtainable. 

Discussions  with  Ilkley  U.D.C,  on  co-operation  in  the  disposal  of 
refuse  from  the  Addingham  area  in  the  disused  railway  cutting  were 
abandoned  after  it  became  clear  that  Planning  permission  was 
unobtainable.  The  Ilkley  U.D.C.  then  produced  a scheme  for  the 
installation  of  plant  in  Ilkley  for  salvage  separation  and  incineration 
of  refuse  and  the  Council  was  asked  to  co-operate.  It  appeared 
that  whilst  the  use  of  a new  plant  at  Ilkley  could  well  save  haulage 
costs,  any  saving  was  unlikely  to  offset  the  increased  cost  of  disposal 
by  incineration.  It  was  decided  not  to  contribute  to  the  capital  cost 
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of  any  plant,  but  the  later  use  of  the  Ilkley  facilities  be  left  open 
for  further  consideration, 

ij-so  in  the  field  of  co-operation  with  neighbouring  Authorities, 
discussions  were  held  with  representatives  of  Skipton  U.D.G.  who  had 
proposed  to  use  a parcel  of  land  near  Broughton  Road,  Skipton,  for 
refuse  disposal  and  disused  engine  sheds  for  the  housing  of  disposal 
plant.  It  appeared  that  some  co-operation  at  least  was  very  desirable 
and  the  Council  agreed  to  support  the  U.D.G.  in  their  appeal  against 
a Planning  refusal  for  the  use  of  the  land  which  was  obviously 
fundamental  to  the  working  of  the  scheme,  A report  on  comparative 
haulage  costs  between  existing  disposal  points  and  to  Skipton  were 
in  preparation  at  the  end  of  the  year. 

The  urgency  of  provision  of  improved  refuse  disposal  arrangements 
was  emphasised  during  the  Summer  period  by  a serious  fly  nuisance 
experienced  in  a factory  and  other  properties  near  the  Gononley  Tip, 
Frequent  spraying  with  insecticides  were  quite  useless  and  it  was 
necessary  to  purchase  quarry  waste  as  intermediate  covering  material. 
Some  measure  of  control  was  achieved  after  the  tip  surface  and  banks 
had  been  covered  and  sprayed  frequently.  It  is  obvious  that  covering 
and  spraying  will  have  to  be  observed  meticulously  in  the  future. 

With  the  object  of  reducing  time  and  effort  expended  in  hendling 
bales  of  paper  and  rags,  a pedestrian  operated  fork  lift  truck  was 
purchasedi  later  experience  showed  that  it  fulfilled  expectations. 


RODENT  & OTHER  P5ST  CONTROL. 

As  outlined  above  it  was  necessary  for  the  pest  operative  to  visit 
the  Gononley  Tip  daily  during  the  Summer  months  and  this  undoubtedly 
retarded  his  other  work  to  some  extent. 

In  spite  of  extra  duties  all  the  routine  rodent  treatments  of  sewers 
and  other  Council  sites  were  dealt  with  adequately,  142  farm  and 
otht-r  contracts  were  operative  with  no  increase  in  the  charge  made  for 
each  one,  unfortunately  because  of  the  nation  wide  Foot  and  Mouth 
epidemic,  it  was  considered  to  be  unwise  to  enter  on  farmlands  unless 
it  had  been  established  that  rodent  control  treatments  wore  necessar;^^ 
and  the  visits  to  search  for  rats  were  temporarily  discontinued. 

No  evidence  of  warfarin  resistance  in  rats  was  encountered  and  warfarin 
was,  in  fact,  used  for  all  treatments  except  that  sewers  were  treated 
with  Fluoracetamide  in  rusk  base.  As  hitherto  all  personnel  who  may 
have  come  into  contact  with  rat  bodies  were  warned  of  the  inherent 
dangers  of  this  rodenticide. 

For  the  treatment  of  mice  alphachlorolose  was  found  to  be  the  most 
effective  poison  and  was  the  one  usually  used. 


IL’.G  FLOCK  ACT. 


There  are  no  manufacturers  of  bedding  and  upholstery  v;ithin  the 
District. 

PET  ;j^‘IIAXS  ;.CT.  1951. 

One  pet  shop  selling  tropical  and  other  fish  was  licensed. 
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MEiiT  FOR  IJUJKX  FEEDING. 

There  are  no  retail  establishments  selling  unsound  pet  foods  within  the 
District,  kno.cker  meat  and  rejected  meat  was  coloured  before 

leaving  the  District  for  sale  or  processing. 


INSPECTION  .jjP  SUPERVISION  OF  FOOD. 

(a)  Milk. 

Milk  sampling  was  continued  by  County  sampling  officers  and  the  Council's 
Officers  confined  their  activities  to  sampling  from  retailers  in  the 
parts  of  the  District  not  adequately  covered  by  the  County  Officers,  12 
notices  under  Section  20  of  the  Milk  & Dairies  (General)  Regulations,  1959, 
were  served  on  producers  whose  herds  ga.ve  milk  sho^^;ing  the  presence  of 
live  brucella  organisms. 

Details  of  sampling  are  set  out  on  Table  No,  8,  Page  120, 

(b)  Ice-Cream. 

Soft  ice-cream  was  the  only  type  to  bo  manufactured  within  this  District 
and  this  was  sold  from  time  to  time  by  van  traders.  There  wore  110 
premises  registered  for  the  storage  and  sale  of  ice-cream. 

The  quality  of  ice-cream  was  found  generally  to  be  good  and  it  has 
become  exceptional  to  have  reports  on  samples  lower  than  gra.de  2. 

98  samples  were  t.aken  during  the  year;  80  were  placed  in  Grade  1,  8 in 
Grade  2,  8 in  Grade  3 and  2 in  Grade  4« 

(c)  Other  Food  & Sampling. 

Routine  visits  to  food  shops  and  catering  premises  was  continued  at 
high  level.  In  spite  of  an  increased  public  awareness  of  the  need  for 
cleanliness  in  food  handling,  the  use  of  unskilled  and  in  some  cases 
uncaring  labour,  maike  inspections  and  sampling  a continuing  necessity. 

One  case  of  a dirty  kitchen  and  food  preparing  rooms  was  reported  to 
Committee,  this  followed  numerous  visits  and  representations  to  the 
management,  lifter  reports  had  bean  made  a crash  programme  of 
improvement  was  instituted  by  the  owner/occupier,  in  consequence  of 
which  no  prosecution  was  undertaken. 

Whilst  education  in  this  field  is  undoubtedly  the  answer  to  many 
difficulties,  the  resultant  publicity  arising  from  an  occasional 
prosecution  is  a great  help, 

64  lbs  5-g-  ozs  of  canned  foods  were  surrendered  by  traders  and  destroyed 
or  diverted  to  animal  feeding. 

The  Chief  Inspector  of  Weights  and  Measures  of  the  W.R.C.C,  has  been 
good  enough  to  supply  the  details  of  sampling  under  the  Food  & Drugs 
4ct,  carried  out  within  the  District,  (Page  121) 
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Rural  MILK 

District  Gen\iine  Adulterated 


OTHER 
DRUGS  FOODS 
Gon,  Adult.  Gon,  Adult,  Proceed- 
ings Cautions 


Skipton  69  8 


8-3  Chums 
(One 

Summons ) 5 


Brief  Particulars  of  Cautions  and/or  Prosecutions. 
5 Milk  Samples  deficient  in  fat, 

3 Milk  Samples  added  water  proceedings  instituted. 


Table  Mo.  9. 

Food  Hygiene  (General)  Regulations.  196o. 

Food  Premises. 


I 

jType  of  premises. 

Number  of 
premises. 

Number 
complying 
with  Reg. 

16. 

1 

Number  to 
which  Reg, 
19  applies. 

Number 
complying 
with  Reg, 
19. 

Grocers 

34 

33 

34 

34 

Butchers. 

25 

24 

25 

25 

Fish  & Chip  Shops 

15 

15 

15 

15 

Bakehouses 

10 

10 

10 

10 

Confectioners 

19 

14 

19 

19 

Grocers  & Greengrocers 

52 

51 

■51 

51 

Cafes  & unlicensed  Hote! 

.s.  36 

34 

36 

36 

Canteens 

37 

35 

37 

37 

Licensed  premises 

59 

8 

59 

59 

TOT/J. 

287 

224 

286 

236 

I 
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Table  No.  10. 


Improvements  to  food  premises. 


Sinks  installed  10 
Wash-hand  basins  installed  10 
Hot  water  to  fittings  9 
Impervious  surfaces  provided  12 
New  floor  9 
Walls  lined,  tiled  or  rendered  8 
Premises  redecorated  25 
Improved  sanitary  accommodation  4 
Dust-bin  area  improved  3 
New  fittings  10 
Improved  lighting  4 
New  window  frames,  and  doors  4 
Ceilings  lined  or  painted  6 
Ceilings  repaired  6 
Floors  and  stairs  repaired  4 
New  premises  and  extensions  5 
First  ilid  boxes  2 
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MEAT  INSPECTION  im  SLAUGHTERHOUSES, 


The  animals  slaughtered  in  the  four  licensed  slaughterhouses  showed  a 
little  increase  in  the  number  of  pigs  during  the  year.  The  quality  of 
the  animals  killed  was  usually  very  good,  but  a certain  number  of 
casualties  were  killed  and  these  were  naturally  of  a somewhat  lower 
standard . 

iHl  animals  were  inspected  immediately  after  slaughter  and  any 
rejected  food  was  disposed  of  by  the  butchers  after  being  coloured 
green  to  authorised  processors. 

There  are  no  line  killing  establishments  for  poultry  within  the 
District,  although  many  farmers  slaughtered  and  dressed  poultry  for 
sale,  especially  before  Christmasj  only  a very  few  could  be  inspected. 

Details  of  meat  inspected  are  set  out  in  Table  No,  11,  Page  123. 


SWM'IING  BATHS. 

Sampling  of  bath  water  from  the  two  privately  owned  swimming  baths 
and  at  a school  bath  was  continued  at  regular  intervals.  The  knowledge 
that  sampling  was  being  done  regularly  no  doubt  contributed  to  the 
excellence  of  the  results  obtained.  Details  are  set  out  below:- 

Glusbum  Institute,  Sutton  Mill  Institute  Malsis  School, 

Glusbum,  Sutton,  Glusburn. 


21 


12 


6 


All  the  results  were  satisfactory, 
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GMERilLISED  & TOT/XLY 
REJECTED 


I 


-W' 
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APPENDIX  FACTORIES  ACTS,  1961 


This  table  is  enclosed  by  a request  of  the  Minister  of  Labour  to  indicate  to  Medical  Officers  of  Health  the  prescribed  particulars  which  are 
required  by  Section  153(1)  of  the  Factories  Act,  1961,  to  be  furnished  in  their  Annual  Reports  with  respect  to  matters  under  Parts  1 and  VIII  of  that 
Act  which  are  administered  by  the  District  Council.  This  table,  which  is  not  intended  to  supersede  the  fuller  statement  which  is  desirable  in  the 
text  of  the  Report,  should  be  attached  as  an  annex  to  the  Report. 

ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  Or  HEALTH  IN  RESPECT  OF  THE  YEAR  1968 
Prescribed  Particulars  on  the  Administration  of  the  Factories  Act,  1961 
Part  One  cf  the  Act 

I.  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including  inspections  made  by  Public  Health  Inspectors). 

Number  Number  of 

Premises  on 

Register  Inspections  Written  Notices  Occupiers 

(I)  (2)  (3)  (4)  prosguted 


q Q Q q Q D DO  o Q Q Q Q Q o 6 ddooddoo  oddddddd 


D D D D fit:  QC 


D D D D fis:  fiC  o: 


DDDDdoictei 


DDDDfiCoCfiCfit: 
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- I ^ 

^ O 0) 

(/)  CO  C/) 

7 7 23 


</>  CO 

34  3 


5 4 I 
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CO  CD  (/)  </> 
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cbLucov)aQt/)(/)co 
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o X fli  2 « 

c -O  Q.  i 

U L.  VI  > -O 

<0  <0  ~ AC  O a> 
CQ  Ul  t/)  CD  to 


so  34  42  69  24 


90  108  56  61  9 73  8 . 17  52 


|i)  Factories  in  which  Sections  I,  2,  3,  4 and  6 are  to  be  <S  uS  ii 
enforced  by  Local  Authoritiesf  5 4 2 

li)  Factories  not  included  in  (i)  in  which  Section  7 is  en- 
forced by  the  Local  Authority  ...  ...  

il)  Other  Premises  in  which  Section  7 is  en-forced  ~~ 

by  the  Local  Authority  § (excluding  out-workers’ 

premises) . I i . i . . . .2 

Total  

55  39  45  76  32  23  124  III  61  67  10  79  9 1 1 27  64  .13  24  

2.  Cases  in  which  DEFECTS  were  found 

(If  defects  are  discovered  at  the  premises  on  two,  three  or  more  separate  occasions  they  should  be  reckoned  as  two,  three  or  more  “cases”) 


Particulars 

(I) 


Number  of  cases  in  which  defects  were  found 


Found 

(2) 


Referred 

Remedied  To  H.M.  Inspector  by  H.M.  Inspector 

(3)  (4)  (5) 


Number  of  cases 
in  which  prosecu- 
tions were  instituted 

(6) 


Q Q Q Q Q q d d 
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int  of  cleanliness  (S.l.) 
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2 15  I 


2 4 I 
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CO  (/>(/)  </» 


O a JS 
■o  a j 
:=  15  o 
«/></)  CD 


vercrowding  (S.2.) 


'oreasonable  temperature  (S.3.) 


idequate  ventilation  (S.4.)  .. 

* Metropolitan  Borough,  County  Borough,  Borough,  UrbanDistrict,  Rural  District. 

t To  prevent  any  differences  between  the  lists  kept  respectively  by  the  Local  Authorities  and  H.M.  Inspectors  of  Factories  of  the  number  of  factories  in  which  sections  I,  2,  3,  4,  and  6 
of  the  Factories  Act,  1961  are  enforced  by  Local  Authorities,  it  is  requested  that  Local  Authorities  should  compare  their  lists  of  factories  with  the  lists  kept  by  H.M.  Inspector  of 
Factories. 

I i.e.  Electrical  Stations  (Section  123  (I),  Institutions  (Section  124)  and  sites  ol  Building  Operations  and  Works  of  Engineering  Construction  (Section  127).  Slaughter  Houses  Section 
(175  (1)  (d)  and  (e)  and  Railway  Running  Sheets  (Section  175  (2)  and  (10). 


Particulars 

(I) 


Number  of  cases  in  which  defects  were  found 


Found 


(2) 


Remedied 


(3) 


Referred 

To  H.M.  Inspector 

(4) 


By  H.M.  Inspector 

(5) 


Number  of  cases 
in  which  prosecu- 
tions were  instituted 

(6) 


I effective  drainage  of  floors  (S.6.) 


|iniury  Conveniences  (S.7.) 

(>)  liBufficient  

lb)  Unsuitable  or  defective 
(c)  Not  separate  for  sexes 


•ther  offences  against  the  Act 
(>'ot  including  ohences  relating 
to  Outwork)  
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2 8 1 18  1 . 

. 1 10  2 . 

14  1. 

.4 

1 

. . r . . 

Total 


5 30  3 19  1.2  89  5 4 3 51. 


I 9 


2 5 


Nature  of  Work 

(I) 


Wearing  apparel 


J Making  etc. 

[cleaning  and  Washing... 


Houshold  linen 

Lace,  lace  curtains  and  nets  ... 
Curtains  and  furniture  hangings 
Furniture  and  upholstery 

Electro-plate 

File  making  

Brass  and  brass  articles 

Fur  pulling  

Iron  and  steel  cables  and  chains 
Iron  and  Steel  anchors  and  grapnels 

Cart  gear  

Locks,  latches  and  keys  

Umbrellas,  etc.  

Artificial  flowers  

Nets,  other  than  wire  nets 

Tents 

Sacks  ...  

Racquet  and  tennis  balls 


Nature  of  Work 

(I) 


Paper  bags 
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PART  Vm  OF  THE  ACT 
Outwork  (Sections  !33  and  134) 


Section  133 


Section  134 


No.  of 

out-workers 
in  August 
list  required 
by  Section 
I33(l)(c) 

(2) 


No.  of 
cases  of 
default  in 
sending  lists 
to  the 
Council 

(^) 


No.  of 
prosecutions 
for  failure 
to  supply 
lists 

(4) 


No.  of 
instances  of 
work  in 
unwholesome 
premises 

•S) 


Notices 

served 


(6) 


Prosecut 


(7) 
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6666, 
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PART  VIII  OF  THE  ACT  (Cont.) 
Outwork  (Sections  133  and  134) 


Section  1 33 


Section  134 


No.  of 
cut-workers 
in  August 
list  required 
by  Section 
I33(l)(c) 

No.  of 
cases  of 
default  in 
sending  lists 
to  the 
Council 

No.  of 
prosecutions 
for  failure 
to  supply 
lists 

No.  of 
instances  of 
work  in 
unwholesome 
premises 

Notices 

served 

Prosecut 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

qq q d d ddd  d dd d d ddd  d dd d dddd  dddddddd  dddddddd  qqqqdi 

DDdDa:a:(xio'  DDDDa'a'a'a:  DDDD^^a-t^a:  ddddc^a'a'a:  dddda'a'a'oC  dOSOcii 


■D  a.  J 


« o S 

« 0)  ^ 
</)«/>(/) 


^ c 


_ - C u 

- xa2— 

£ ■£  "S  .9-  S =§  s •- 

00UJt/)(/)CQco</>(/> 


M 


: 0 oi  I 

1 (/)  QQ  (/)  b 


o >»  o 2 -2  ^ ® 

c ^ -D  Q.  > '' 

(0  O SvlS 

C0UJ(OtO0Qt/)V>(/> 


0 


0 « 2 JS 

c ^ a $ 

rt  (5  :=  15  0 

00  Ul  (/)  CO  CO 


4)  « 2 
</)</)«/) 


c ^ *0  a k 
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The  making  of  boxes  or  other  receptacles  or  parts 

thereof  made  wholly  or  partially  of  paper  ...  

Brush  making  

Pea  picking  

Feather  sorting  ...  

Carding  etc.,  of  buttons  etc.  ...  ...  ...  

Stuffed  toys  

Basket  making  ...  ...  ...  ...  ...  - 

Chocolates  and  sweetmeats  

Cosaques  Christmas  stockings,  etc.  

Textile  weaving  ...  ...  ...  ...  ...  ..  3 ....  7 I I 

Lampshades  ... - 

Total  7 13  1.12  7 I - 




126. 

SECTION  F 


REPORT  ON  THE  HEALTH  SERVICES  IN  DIVISION  1 
OF  THE  VEST  RIDING  COUNTY  COUNCIL 


1.  General  Description 

2.  Health  Centres 

3.  Midwifery  Services 

4.  Child  Health  Services 

5.  Home  Nursing 

6.  Health  Visiting 

7.  Home  Help  Service 

8.  Mental  Health  Service 

9.  Vaccination  and  Immunisation 

10.  Prevention  of  Illness  - Care  and  After-Care 

11.  Unsatisfactory  Families  . 

12.  Welfare  of  the  Aged 

13.  Nursing  Homes 

14.  Ambulance  Service 

15.  School  Health  Service 

16.  Welfare  Foods  Service 

17.  J4edical  Examinations 
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1.  GENERAL  DESCRIPTION; 


Details  of  the  population  and  acreages  of  the  eight  districts  have  been 
given  in  Section  A,  With  an  acreage  of  nearly  half  a million  tliis  is 
the  largest  of  the  Health  Divisions  in  the  VJest  Riding  in  size  and 
number  of  constituent  districts,  although  there  are  a fe\<r  with  larger 
populations.  There  have  been  no  particular  alterations  in  its 
character,  for  although  the  ‘commuter  age’  is  producing  more  ’dormitory’ 
villages,  there  is  no  threat  from  overspill,  satellite  towns,  or 
motorways.  Furthermore,  it  seems  unlikely  that  there  will  be  any 
major  changes  in  its  boundaries. 

Of  the  eight  districts  the  whole  of  Sedbergh  and  considerable  portions 
of  Settle  and  Skipton  Rural  Districts  come  vrithin  the  Yorkshire  Dales 
National  Park,  where  the  average  number  of  persons  per  sqmre  mile 
is  34  compared  with  640  in  the  Administrative  County.  Additionally, 
the  Forest  of  Howland  has  been  designated  an  area  of  outstanding 
natural  beauty,  by  order  under  the  National  Parks  Commission,  State 
Forests  have  been  established  in  that  area,  but  elsewhere  agricultiure 
is  the  staple  occupation  along  with  quarrying  and  limestone  burning, 
and  a variety  of  industries  in  the  towns  and  larger  villages  in  which 
textiles  predominate. 


It  is  customary  to  give  some  information  on  the  employment  position, 
and  Miss  Butterfield,  manager  of  the  Skipton  Employment  Exchange  has 
Icindly  supplied  me  with  the  following  report 

’’The  employment  position  in  Skipton  and  District  has  varied 
from  month  to  month,  but  not  to  such  a degree  as  during 
1967,  The  lowest  total  of  persons  unemployed  was  189 
(1,3^)  in  May  and  the  highest  244  (1*6^)  in  February.  The 
year  finished  with  a total  of  216  (1,4%)  registered  as 
wholly  unemployed,  December  percentage  for  the  Yorkshire 
Sc.  Humberside  region  was  2,5  per  cent,  whilst  the  National 
figure  was  2,4  per  cent. 

Short-time  working  in  the  area  has  been  virtually  nil  with 
only  isolated  casesj  at  no  time  has  there  been  more  than 
five  persons  registered  as  temporarily  stopped. 


The  unsatisfied  demand  for  skilled  labour  has  persisted 
through-out  the  year,  but  there  is  a shortage  of  unskilled 
vacancies  for  men.  The  bulk  of  the  x^omen’s  vacancies 
are  for  textile  operatives  in  all  sections  of  the  industry. 
In  December  there  were  ninety-nine  notified  vacancies  for 
men  and  eighty-three  for  women.  During  the  summer  months 
seasonal  vacancies  for  the  hotel  and  catering  industry 
were  notified  for  all  parts  of  the  area.  Many  were  filled 
by  students  and  workers  from  abroad, 

Placings  in  employment  Iiave  averaged  fifty-six  per  month 
during  the  year. 

In  December  37  (7.5%)  of  the  495  registered  disabled 
persons  in  the  area  were  registered  as  unemployed.  During 
the  year  37  disabled  persons  liave  been  placed  in  employment 
in  the  area  - double  last  year’s  figure,  Ti-zenty  persons 
Imve  been  referred  to  the  Regional  Medical  Officer  for 
specialised  advice  to  assist  placing,  and  six  men  and  one 
girl  have  undertaken  rehabilitation  courses. 
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Eight  men  have  started  government  training  courses 
during  the  year. 

Redundancies  have  increased  during  the  year  and  whilst 
the  majority  are  soon  found  other  x^ork  older  persons 
involved  find  great  difficulty  in  obtaining  a suitable 
job. 

Employment- wise  Skipton  is  well  placed  but  there  is 
a real  need  for  a diversification  of  industry,” 


2.  HEALTH  GEN  IRES; 

The  upsurge  in  interest  continues  after  twenty  years  of  neglect,  and 
of  downright  opposition  on  the  part  of  many  general  practitioners. 

It  seems  a pity  that  the  National  Health  Service,  with  all  it’s 
faults,  and  recognised  as  the  finest  of  all  post-war  social 
advances  v/hich  were  founded  on  the  principle  of  universality, 
should  have  been  so  ill-served.  But  to  quote  a distinguished 
civil  servant  - ’’Many  doctors,  even  if  they  laave  drawn  their 
living  for  twenty  years  from  the  N.H.S,  are  reluctant  to  see 
themselves,  or  to  describe  themselves  as  part  of  a ’service’  or 
to  think  in  terms  of  partnership  id.th  other  constituents  of  the 
service ,” 

Additionally,  doctors  are  often  reluctant  to  devolve  responsibility, 
even  when  it  has  been  found  by  work  studies  that  a nurse  can 
relieve  a G.P,  of  half  his  home  visits,  half  his  injections  and 
dressings,  and  one  third  of  the  consultations  for  chronic  sick 
patients.  Little  wonder  that  these  doctors  complain  about  the 
triviality  of  their  consultations  and  the  size  of  their  work  loads. 

The  patients  also  complain, 

A tliird  difficulty  lies  in  the  failure  to  rationalise  practice 
areas  and  to  reduce  canpetiticn.  Until  that  is  done  there  will 
always  be  a vrastage  of  time,  effort  and  petrol;  and  an  apparent 
shortage  of  medical  man-power. 

Under  these  circumstances  it  is  not  surprising  tliat  the  development 
of  health  centres  has  been  so  slow.  And  although  they  may  not  be 
the  ansv/er  to  all  the  difficulties  they  appear  to  be  i;ell  accepted 
by  patients,  and  few  doctors  who  have  -worked  in  them  would  xri-sh  to 
revert  to  their  previous  conditions  of  service. 

Turning  from  the  general  to  the  local,  there  are  no  hs8,lth  centres 
in  the  Division  yet,  but  it  is  hoped  that  tx^ro  x,rill  be  started  in  the 
forthcoming  year.  They  are  to  be  at  Cross  Hills  and  Bentham,  The 
provision  of  a mini-clinic  at  Ingleton  is  still  under  discussion, 
as  is  the  joint  use  of  premises  at  Settle,  Sedbergh,  isolated  as  it 
is,  would  seem  an  ideal  location- for  a health  centre:  but  it  looks  as 
though  we  shall  have  to  be  content  with  a mini-clinic  for  the  present* 
Negotiations  for  a health  centre  in  Silsden  were  abandoned  when  the 
doctors  decided  to  develop  their  own  premises. 
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3.  MIDVJIESRY  SERVICES; 

(a ) Births; 

A total  of  1,216  births  occurred  in  the  Division  during  1968;  1,141 
(94^)  were  born  in  hospital,  and  75  (6^)  were  born  at  home.  It  is 

obvious  that  we  are  well  supplied  with  maternity  beds,  and  are  in 
fact  far  better  off  than  most  parts  of  the  country.  But  we  still 
have  to  maintain  a staff  of  midwives  to  deal  with  the  few  women  who 
want  to  have  their  babies  at  home,  when  nearly  all  hospitals  are  short 
of  staff.  The  position  is  quite  uneconomic  and  unrealistic, 
particularly  when  planned  discharges  4S  hours  after  confinement  are 
now  commonplace*  Everyone  now  agrees  that  the  safest  place  to  have 
a baby  is  within  a specialist  maternity  hospital  where  skilled 
assistance  is  immediately  available  in  emergency.  For  despite 
vastly  improved  ante-natal  care  it  is  still  impossible  to  predict 
every  case  in  which  the  mother  or  her  baby  will  need  some  special 
attention,  often  very  urgently, 

(b)  Ante -Natal  Care  ; 

Ante-natal  clinics  are  no  longer  provided  by  the  authority  in  this 
Division,  but  some  midwives  assist  the  G.P's  at  their  clinics.  They 
also  assist  the  health  visitors  in  their  conduct  of  Relaxation  and 
Mothercraft  classes  which  are  held  at  five  centres,  and  v^hich  were 
attended  by  326  expectant  mothers  during  the  year. 


4.  THE  CHILD  HEALTH  SERVICE; 

This  covers  the  care  of  the  baby  by  the  midwife  to  the  fourteenth 
day,  including  those  now  discharged  from  hospital  any  time  after  43 
hours.  Supervision  thereafter,  and  until  the  child  leaves  school,  is 
the  responsibility  of  the  health  visitor/school  nurse.  Her  visits 
are  on  a selective  basis,  for  a thriving  baby  with  a good  home  and 
experienced  mother  needs  little  attention, 

(a ) Clinic  Services; 

Mention  was  made  in  last  year's  report  of  the  findings  of  the  Sheldon 
Committee  which  had  no  doubt  about  the  value  of  clinics,  but  envisaged 
them  being  taken  over  in  thc5  long  term  by  family  doctors  with  a 
special  training  and  interest  in  the  subject.  Their  functions  will 
remain  as  at  present  - i,e;- 


(i) 

Routine  medical  examinations  for  the  early 
detection  of  physical,  mental  and  emotional 
defects. 

(ii) 

Advice  on  infant  hygiene  and 

nutrition. 

(ill) 

Parent  counselling. 

(iv) 

Health  Education, 

(v) 

Immunisation  and  vaccination. 

i 

In  this  Division  we  have  14  static  and  22  mobile  clinics,  our  aim 
being  to  provide  the  best  service  we  can  for  both  urban  and  rural 
communities.  These  clinics  are  also  used  for  other  purposes  e,g. 


130 


school  clinics,  and  other  medical  examinations.  They  are,  in  fact,  our 
points  of  contact  with  the  communities  we  serve. 

Attendances  at  the  clinics  continued  at  a very  satisfactory  level.  And 
they  have  an  additional  value  as  meeting  places  for  the  young  mothers, 
v;here  they  can  break  the  social  isolation  which  descends  so  suddenly 
with  the  birth  of  a first  child. 

The  only  alteration  in  the  clinic  programme  was  the  closure  at  Draughton. 
The  attendances  are  given  in  the  following  table  j- 

(i)  Static  Clinics; 

Location  of  No.  of  Total  No.  of  Total  attendances 

Clinics;  sessions  children  who  of  children  during 

per  month;  attended  during  year; 
year; 


Addingham  2 

Barnoldswick  8 

Earby  4 

Gargrave  2 

Crossbills  4 

Grassington  2 

Silsden  4 

Skipton  8 

Waddington  2 

Settle  4 

Bentham  2 

Ingle  ton  2 

Sedbergh  2 

Hellifield  2 


(ii ) The  Mobile  Clinic; 

Bradley 

Carle  ton 

Cononley 

Cowling 

Embsay 

Steeton 

Austwick 

Burton-in-Lonsda  le 
Clapham 

Helwith  Bridge 

Horton-in-Ribblesdale 

Stainforth 

langcliffe 

Long  Preston 

Rathme 11 

Gisbiorn,  Rimington 
West  Bradford, 
Grindleton  8c.  Bolton- 
by-Bowland 
Slaidburn,  Dunsop 
Bridge 


93 

581 

247 

3170 

113 

1740 

59 

614 

314 

2353 

69 

536 

226 

1761 

418 

4170 

50 

457 

120 

1011 

140 

499 

85 

744 

138 

762 

^ 

519 

2125 

18917 

173 
253 
316 
420 
445 
338 
87 
96 
77 
23 
134 
35 
61 
83 
. 98 
137 


457 

189 


3121 
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(b)  Nurseries  and  Child  Minders; 

Up  to  tlie  present  the  conditions  and  conduct  of  these  places  Pas  been 
controlled  by  the  Nursery  and  Child  Minders  (Regulation)  Act  of  1948. 

But  new  regulations  were  brought  in  during  1968  in  response  to  a 
demand  from  certain  areas  for  higher  standards.  These  were  under 
study  at  the  time  of  ;,rriting,  and  will  be  discussed  in  the  1969 
report, 

(c)  Rabies  born  v/ith  Congenital  Defects; 

Malformations  noted  at  birth  are  notified  by  the  midwives  in  attendance, 
and  these  are  reported  to  the  Registrar  General  whose  national  records 
will  soon  show  any  trend  toira.rds  the  appearance  of  particular  defects. 
Whilst  this  reporting  is  of  great  value  it  does  not  cover  the  majority 
of  defects  of  the  eye,  heart  and  hearing,  as  well  as  mental  subnoimality, 
where  abnormalities  are  rarely  discovered  at  birth, 

(d)  Screening  Tests; 

Reference  has  been  made  in  previous  reports  to  phenylketonuria,  a rare 
disease  discovered  by  testing  the  urine  of  every  baby,  which  results 
in  mental  deterioration  if  untreated.  Also  to  the  testing  of  all 
young  babies  for  disease  of  l:iip,  and  for  deafness  at  a later  stage. 

These  so-called  screening  tests  have  been  continued, 

(e ) Family  Planning; 

Family  planning  is  an  essential  part  of  family  welfare,  lack,  of 
planning  due  to  ignorance  of  effective  methods  of  birth  control  leads 
to  fear  of  unwanted  pregnancies,  marital  disharmony,  ill  health  and 
social  breakdown;  And  in  some  cases  even  to  criminal  abortion  and 
death.  All  this  has  long  been  recognised,  but  not  until  the  National 
Health  Service  (Family  Planning)  Act  came  into  operation  in  1967  were 
local  health  authorities  told  to  plan  a service  in  co-operation  with 
the  hospitals,  family  doctors,  and  the  Family  Planning  Association, 

Steps  are  being  taken  to  implement  that  instruction,  and  there  are  F.P.A, 
clinics  at  Keighley,  Skipton,  Burnley,  Lancaster  and  Kendal  which 
patients  can  attend.  But  these  clinics  are  far  removed  from  the  homes 
of  many  patients  in  this  Division  and  a service  is  needed  in  the  Bentham/ 
Ingleton  area.  Unfortunately  we  have  not  been  able  to  find  suitable 
premises,  and  building  of  the  clinics  there  has  been  delayed  for 
various  reasons. 

There  is  also  need  to  establish  a domiciliary  service  for  those  who 
cannot  or  will  not  attend  a clinic  or  doctor,  usually  those  with  large 
families  and  v.ath  physical  and/or  mental  illness.  It  is  hoped  that 
both  these  provisions  will  be  available  next  year,  now  that  two  doctors 
on  the  Divisional  staff  have  received  the  necessary  training, 

(f)  Premature  Births; 

Premature  babies  are  those  v/eighing  5'k  lt)S.  or  less  at  birth,  irrespective 
of  the  period  of  gestation.  During  the  year  78  premature  babies  \^rere 
born,  76  in  hospital,  and  2 at  home>  8 died  xd.thin  28  days.  The  Bradford 
Children's  Hospital  has  a specially  equipped  and  staffed  unit  to  which 
prematures  can  bo  transferred  if  necessary,  and  their  conveyance  is 
facilitated  by  the  provision  of  new  portable  incubators  which  Oxgenaire 
Ltd.,  have  developed  in  co-operation  with  the  County  Ambulance  Service, 


(g)  Unmarried  Mothers; 
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76  illegitimate  births  (73  live  and  3 still)  were  recorded 
representing  6 per  cent  of  tlie  total  births.  Of  these  37  cases  were 
known  to  the  department  and  3 were  admitted  to  Mother  and  Baby 
Homes  where  the  County  Council  provided  financial  assistance.  Of  the 
37  cases,  13  were  between  15  and  19,  16  were  be  Ween  20  and  25,  and  8 
were  over  25  years.  As  regards  the  fate  of  tiiese  babies,  the  mother 
kept  the  baby  in  31  cases;  1 was  adopted;  3 were  fostered;  and  2 of 
the  mothers  married, 

(h)  Rhesus  Factor; 

Although  the  explanation  is  too  te clinical  for  these  pages  the  year 
has  seen  the  introduction  of  anti-D  immunoglobulin  for  the  prevention 
of  iiaemolytic  disease  in  babies  due  to  Rh  incompatability . This 
immunoglobulin  given  within  36  hours  of  birth,  by  intramuscular 
injection,  prevents  maternal  Rh  immunisation  and  probable  foetal 
death  in  subsequent  pregnancies.  It  is  a remarkable  advance  in  the 
prevention  of  this  disease, 

(i)  Marriage  Guidance; 

It  is  appropriate  to  mention  here  tliat  a counsellor  from  the  Bradford 
Marriage  Guidance  Council  is  available  at  our  Skipton  premises  on 
Tuesday  afternoons.  The  aim  is  to  deal  with  marital  difficulties 
and  to  prevent  the  break-up  of  families. 


HOME  NURSING; 

At  the  end  of  the  year  there  were  7 home  nurses,  13  home  nurse/ 
midwives,  and  1 part-time  nurse  in  the  Division,  The  work  which 
they  undertook  during  the  year  has  been  classified  in  the  following 


way 

Classification: 

Ho,  of  cases 

attended 

during  the  year: 

No,  of  visits  paid 
during  the  year: 

Medical 

1,516 

^2,316 

Surgical 

418 

8,543 

Infectious  Diseases 

15 

246 

Tuberculosis 

6 

281 

i'laternal  Complications 

19 

98 

The  number  of  visits,  and  the  pattern,  show  little  change.  But  it 
is  increasingly  difficult  to  recruit  full-tiiTie  staff,  and  difficult 
to  meet  all  demands  on  the  service.  These  demands  are  likely  to 
increase  with  the  hospitals  pursuing  a policy  of  early  discharge. 

And  with  a division  covering  half  a million  acres  there  is  always  the 
qioestion  of  mileage,  i,e.  - how  much  time  must  the  nurses  spend  on 
the  road,  and  what  distance  can  they  be  expected  to  cover.  It  looks 
as  though  the  solution  may  lie  in  the  area  nursing  team  where  Queens 
or  other  district  trained  sisters  will  be  supported  by  enrolled  nurses, 
nursing  auxiliaries,  and  attendants  - each  detailed  to  undertake  work 


according  to  training  and  experience.  Home  helps  might  well  be 
attached  to  such  a team,  which  would  work  best  from  a health  centre. 
But  wherever  they  are  based  nearly  all  members  of  this  team  will 
have  to  have  cars  in  a Division  such  as  this.  The  senior  members 
will  have  to  work  closely  with  the  doctors  if  they  are  to  have  a 
satisfying  career,  for  it  is  well  recognised  that  such  nurses  can  do 
at  least  a tliird  of  the  work  which  general  practitioners  are  now 
undertaking. 


HEAITH  VISITING; 

The  relationship  between  health  visitors  and  general  practitioners  is 
still  the  subject  of  debate  and  a good  deal  of  questioning.  In 
theory  it  is  an  excellent  idea  because  they  are  both  looking  after 
patients  and  their  families.  But  unless  they  meet  frequently,  and 
unless  the  medical  records  are  available  to  the  nurse  (as  they  are 
in  every  hospital),  co-operation  can  never  be  entirely  satisfactory. 
It  is  really  a question  of  confidence  and  mutual  understanding,  for 
there  are  many  disadvantages  associated,  with  attachment  schemes.  The 
two  most  serious  are  the  increase  in  travelling  time  occasioned  by 
following  the  G,P,  around  an  area,  where  he  is  in  competition  with 
other  G.P’s  and  may  cross  their  tracks  many  times  each  day.  In  this 
context  General  Practice  has  been  described  as  undisciplined  and 
uneconomic,  with  the  health  visitor  bolstering  up  an  out-of-date 
organisation.  There  is  also  the  loss  of  knowledge  of  their  own 
district  which  has  been  such  an  important  factor.  They  no  longer 
have  a district.  Misuse  of  the  health  visitors  long  training  and 
skills  may  also  occur,  and  it  is  no  use  suggesting  that  more  health 
visitors  be  engaged  to  cover  the  gaps  which  arise  through  attachment 
schemes.  They  are  just  not  available;  nor  is  the  money  to  pay  them. 
The  process  of  educating  the  G.P’s  in  the  proper  use  of  health 
visitors  must  therefore  continue,  and  so  ensure  that  their  experience 
and  skill  is  put  to  the  best  use  of  the  community.  It  takes  time, 
but  the  conviction  is  held  (and  supported  by  experience  elsewhere) 
that  this  is  the  right  approach  if  a lasting  and  valuable  partner- 
ship is  to  evolve, 

A description  of  the  health  visitors  work  was  given  in  last  year's 
Report,  So  it  is  sufficient  to  say  here  that  a similar  service  has 
been  maintained,  and  to  give  the  1968  statistics  for  purposes  of 
comparison. 

Classification  of  First  Visits; Total  Cases ; 


Children  born  in  1968 

1,1S9 

Children  born  in  1967 

1,013 

Children  born  in  1963-1966 

2,344 

Mentally  disordered 

25 

Persons  aged  65  or  over 

719 

Persons,  excl,  maternity  cases,  discharged 
from  hospital  (other  than  mental  hospital) 

40 

No,  of  tuberculous  households  visited 

53 
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Classification  of  First  Visits; 


Total  Cases; 


No,  of  households  visited  for  other 

infectious  disease  4 

Other  Cases  1,286 


7.  HOME  HELP  SERVICE; 

At  the  end  of  the  year  there  were  202  part- tune  home  helps  providing 
assistance  in  656  households.  The  work  undertaken  has  been  tabulated:- 


Category  of  Cases: 

From 

Previous 
Year ; 

New 

Cases; 

Total; 

Hours 

Employed; 

1,  Aged  65  or  over 

521 

213 

734 

96,859 

2,  Under  65  years;- 

(a ) Chronic  sick  and 
Tuberculous 

62 

35 

97 

12,230 

(b)  Mentally 
disordered 

.. 

— 

— 

(c)  I'feternity 

1 

27 

23 

1,592 

(d)  Others 

6 

13 

19 

1,443 

The  amount  of  time  spent  on  each  case  nD,turally  varies  a great  deal. 

It  may  be  only  two  hours  a week,  or  a relay  of  helps  for  one  patient. 
Admittedly  the  latter  is  an  extreme  case  but  one  virtually  bedfast  old 
lady  has  had  four  home  helps  going  in  ea.ch  week,  giving  her  necessary 
attention  three  times  each  day.  This  may  be  rather  more  expensive 
than  a hospital  bed,  but  the  patient  much  prefers  her  own  home. 

It  was  hoped  that  1968  would  see  the  advent  of  home  help  organisers 
but  financial  stringency  has  delayed  their  arrival  once  again.  So 
supervision  continues  to  be  undertaken  by  the  health  visitors  and 
nurses,  and  as  it  is  limited  tribute  must  again  be  paid  to  the  home 
helps  for  their  integrity,  tact,  and  good  sense  in  their  dealings 
with  all  sorts  of  old  people  and  homes.  The  difficulty  of  providing 
home  helps  in  the  remote  villages  remains.  Often  it  is  impossible, 
and  the  only  way  to  deal  with  these  places  is  to  provide  selected 
helps  with  mini- vans  and  equipment.  This  has  been  done  in  at  least 
one  county  but  no  money  was  available  here  when  a further  application 
was  made, 

8,  MENTAL  HEALTH  SERVICE; 

The  aims  of  this  service  are  four  in  number 

(i)  to  anticipate  mental  illness  and  to  prevent  wherever 
possible.  This  is  largely  the  province  of  the 
family  doctor. 

(ii)  to  recognise  and  provide  active  treatment  at  an 
early  stage.  This  will  usually  be  the  job  of  the 
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consultant  either  in  the  outpatient  department  or 
the  hospital.  But  a vast  amount  of  minor  illness 
is  successfully  treated  by  general  practitioners, 
sometimes  with  the  assistance  of  the  mental  welfare 
officers,  G.P’s  issue  about  15  million  prescriptions 
a year  for  this  type  of  illness, 

to  return  the  patient  to  ordinary  life  as  soon  as 
possible,  with  support  if  necessary.  It  is  in  this 
category  that  the  welfare  officers  are  most  actively 
employed, 

and  here  we  are  dealing  with  mental  subnomality  as 
distinct  from  mental  illness  - it  is  the 
responsibility  of  the  local  health  authority  to 
ascertain  those  children  who  cannot  be  taught 
within  the  educational  system,  and  to  provide  them 
with  appropriate  training  and  care. 

The  Division  has  four  mental  welfare  officers  to  undertake  duties  in 
these  fields,  with  assistance  from  the  medical  staff.  They  maintain 
a close  liaison  with  most  of  the  family  doctors,  and  with  the 
consultants  at  Scalebor  Park  and  Lancaster  Moor  hospitals.  The 


number  of  patients  being  visited  by  these  officers  on  the  31st 
December  was:- 

(i)  Mentally  111  124 

(ii)  Mentally  Subnormal  114 

The  number  of  patients  referred  to  the  officers  during  the  year  were 

(a)  Mentally  111  200 

(b)  Mentally  Subnormal  - 21 

- and  the  sources  of  referral  were:- 

(i)  by  Family  Doctors  69 

(ii)  on  discha.rge  from  hospital  84 

(iii)  by  hospital  outpatient  departments  20 

(iv)  by  local  education  authority  2 

(v)  by  Police  and  Courts  7 

(vi)  other  soiirces  39 


Some  of  these  referrals  were  urgent,  involving  compulsory  removal 
to  hospital.  And  one  mental  welfare  officer  is  always  on  duty  at 
evenings  and  weekends  for  this  purpose. 

The  size  of  this  problem  is  rarely  appreciated,  but  it  is  a fact 
that  of  all  the  hospital  beds  in  this  country  47  per  cent  are 
occupied  by  psyciiiatric  cases.  And  mental  and  emotional  disorders 
account  for  the  loss  of  32  million  ^^rorking  days  each  year. 
Unfortunately  only  13  per  cent  of  the  total  N.H.S.  expenditure  is 
devoted  to  psychiatry,  and  an  even  smaller  proportion  to  mental 
subnormality. 


(iii) 


(iv) 
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Mental  Subnomality  involves  1.5  per  cent  of  the  population,  being 
children  or  adults  with  an  intelligence  quotient  of  70  or  less.  The 
degrees  of  subnorma.lity  vary  from  severe,  i.e,  the  idiots,  who  are 
mostly  in  hospitals,  although  a few  can  be  kept  at  home  or  in  Special 
Care  Units  at  Training  Centres;  to  the  less  severe  who  attend 
Training  or  Occupation  Centres;  Whilst  the  'high  grade*  can  often 
find  a niche  in  a tolerant  society. 

The  Skipton  Training  Centre,  vyith  60  places  in  special  care,  junior, 
and  adolescent  wings  has  had  another  very  successful  year.  Much 
valuable  work  has  been  done,  and  the  staff  have  received  great 
support  from  numerous  organisations  in  and  around  the  town.  The 
activities  are  too  numerous  to  give  in  detail;  but  mention  may  be' 
made  of  the  purchase  of  a large  caravan  at  Filey  by  the  Parent- 
Teacher  Association  which  has  given  a lot  of  pleasure  and  holidays 
to  families  who  might  otherwise  find  them  difficult, 

Tliree  coaches  collect  patients  each  morning,  starting  respectively 
at  Settle,  Earby  and  Addingham,  But  there  are  a number  living 
outside  these  areas  for  lyhom  no  provision  exists  beyond  the  small 
occupation  centres  at  Bentham  and  Sedbergh;  A decision  was  therefore 
taken  two  years  ago  to  build  a hostel  in  Gawder  lane,  Skipton  to 
which  sixteen  patients  could  be  admitted  on  a Monday-to-Friday 
basis.  This  hostel  was  taken  over  in  December,  and  staff  appointed. 
Furniture  and  equipment  are  coming  in  at  the  time  of  writing,  and 
patients  will  be  taken  at  the  beginning  of  March,  1969. 


9,  VACCINATION  AND  MUJUISATIONs 

There  have  been  two  developments  under  this  heading.  The  first  is  the 
use  of  the  West  Riding  computer  whereby  all  babies  and  children  are 
automatically  invited  to  their  nearest  clinic  or  G.P.  whenever  they 
are  due  for  immunisation.  The  invitations  are  by  postcard,  and 
failure  to  attend  for  one  reason  or  other  is  covered  by  repeat 
invitations.  The  second  development  is  a revision  of  the  immunisation 
and  vaccination  schedule  by  the  Standing  Medical  Advisory  Committee 
of  the  Ministry  of  Health,  It  has  been  possible  to  simplify  this  by 
combining  certain  procedures,  and  it  is  now  as  follows 


Age; 

Type  of  Vaccine; 

6 months 

Diphtheria,  tetanus,  oral  polio 

8 months 

-ditto- 

14  months 

-ditto- 

16  months 

Measles 

18  months 

Smallpox 

5 years 

Diphtheria,  tetanus,  oral  polio, 

smallpox  revaccination 

11  to  12  years 

B.G.G. 

15  years 

Polio,  tetanus,  smallpox 

revo.ccination 
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THE  STATISTICS  for  1968  are  as  follox,rs,  and  although  reasonably 
high  percentages  have  been  achieved  all  the  figures  could  be 
improved; - 

(a )  Diphtheria; 

Number  of  children  Immunised  during  the  year;- 
Under  4 years;  Others  under  16  years;  Total; 

798 


57 


855 


The  number  of  children  given  a secondary  or  reinforcing 
injection  (i.e.  subsequent  to  complete  full  course)  was 
1606«  These  injections  are  usually  given  when  the  children 
enter  the  primary  schools, 

(b)  Smallpox; 

The  number  of  children  vo.ccinated  during  the  year  was;  574» 

(c ) Whooping  Cough; 

Children  iiiununised  during  the  year;- 
Age  at  date  of  final  injection; 

Under  4 years;  Others  under  16  years;  Total: 

792  2 794 

(d)  Poliomyelitis ; 

Nimber  of  children  vaccinated  during  the  year;- 

Under  4 years;  Others  under  16  years;  Total; 

1,226  142  1,368 

(e ) Tetanus ; 

Nmbers  iinmunised  during  tlie  year;- 

Under  4 years;  Others  under  16  years;  Total; 

808  167  975 

(f ) B.C.G.  Vaccination  (against  Tuberculosis); 


(i)  Number  of  13  years  old  children  vaccimted;  826 

59 


(ii)  Number  of  infants  at  special  risk 
vaccinated  by  Chest  Physician; 


(g )  Measles ; 


The  number  of  children  vaccinated  during  the  year  was:  684 
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10.  PREVENTION  OF  ILLNESS  - CARE  AND  AFTER  CARE; 

(a)  Health  Education; 

The  divisional  staff  and  the  health  inspectors  continue  to  disseminate 
knowledge  concerning  the  prevention  of  disease  in  the  course  of 
their  duties  in  homes,  clinics  and  schools.  Displays,  films  and 
film  strips  have  been  organised  in  schools  and  clinics,  and  a large 
variety  of  leaflets  and  posters  have  been  provided.  Talks  have 
been  given  to  a number  of  organisations,  but  it  is  well  recognised 
that  we  have  few  accomplished  speakers,  and  lack  an  expert  who 
could  devote  most  of  his  or  her  time  to  this  very  important  but 
still  greatly  neglected  subject. 

The  new  Health  Education  Council  came  into  being  in  April,  ta-king 
over  all  the  functions  previously  dealt  with  by  a mmiber  of  bodies 
including  the  long  established  Central  Council  for  Health  Education. 
Whether  it  will  meet  with  any  greater  success  will  depend  on  hov; 
much  money  is  made  available , and  what  use  it  can  make  of  the  mass 
media  of  communication, 

(b)  Smoking  and  Health; 

Death  and  disability  due  to  smoking  cigarettes  continue  to  increase. 
The  number  of  deaths  from  cancer,  bronchitis  and  heart  disease 
which  can  fairly  be  attributed  to  smoking  now  exceeds  50,000  per 
year  in  England  and  lAhles  alone,  seven  times  as  many  people  as  are 
killed  in  road  traffic  accidents.  The  great  majority  are  males, 
but  far  more  women  are  now  smoking,  many  heavily,  and  their  turn 
will  come.  There  is  no  such  thing  as  a ’safe*  cigarette,  nor  is 
there  likely  to  be  for  years  to  come.  The  public  is  encouraged 
to  endanger  it’s  health  by  every  sort  of  device.  And  it  is 
estimated  that  the  tobacco  industry  is  now  spending  ETy  million 
each  year  on  advertising  in  the  press,  and  perhaps  three  or  four 
times  that  amount  on  promotional  activities  such  as  coupons.  As 
voluntary  limitation  of  these  activities  xhas  failed  the  Government 
is  to  introduce  legislation  to  curb  them.  Tliat  i;ill  be  helpful, 
but  a much  greater  effect  would  be  produced  if  adults,  pc.rticularly 
parents  and  teachers,  did  not  set  such  a bad  example  to  the 
children  in  their  care, 

(c ) Care  and  After  Care; 

(i)  Chiropody  - VJe  believe  that  this  Division  still  has  the 
best  service  in  the  Administrative  County,  It  is  provided  by  1 
Old  People ’s  Welfare  Committee  and  20  chiropodists  vrorking  in  their 
own  surgeries,  or  patients  homes  when  authorised.  It  is  a free 
service  for  men  over  65  and  v/omen  over  60,  and  the  physically 
handicapped.  During  the  year  27,810  treatments  were  given;  and 
5,276  patients  were  receiving  treatment  at  the  end  of  the  year, 

(ii) '  Convalescent  Home  Care  - again  provided  on  a very  small 

scale  as  most  patients  now  go  direct  from  hospitals, 

(iii)  Laundry  Services  for  the  incontinent  we  do  not  have?  There 
are  many  practical  difficulties.  But  special  absorbent  pads  have 
been  supplied  for  incontinent  patients  on  a large  scale, 

(iv)  Night  and  Evening  Helps  have  not  been  organised  beyond 
additional  care  for  some  home  help  cases.  We  are  fortunate  in 
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having  beds  at  St,  Jolin’s  and  Raikeswood  Hospitals  for  patients  who 
would  othend.se  need  this  care* 

(v)  Special  Training  Homes  - there  were  no  admissions  to  the 
Eli2S.beth  Fry  Home  at  York  this  year. 

(vi)  Tuberculosis  - extra  milk  was  supplied  to  15  patients  during 
the  year  on  the  advice  of  the  Chest  Physician, 

(vii)  Hospital  Discharges  - co-operation  with  all  types  of  hospital 
is  generally  good.  One  health  visitor  has  a special  interest  in 
Geriatrics,  attending  the  consultant’s  clinics  and  providing  him 
with  much  additional  information.  The  Health  Office  acts  increasingly 
as  a clearing  house  for  messages  and  reports,  and  is  fortunate  in 
having  a very  experienced  enquiry  office  and  switchboard  staff, 

(viii)  Loan  of  Nursing  Equipment  - This  equipment  is  issued  without 
charge.  As  it  now  covers  67  articles  their  issue  and  recovery  is  a 
considerable  task.  The  nurses  hold  some  equipment,  but  large  items 
like  special  beds,  chairs,  and  hydraulic  lifts  are  available  at  or 
through  the  Divisional  Office, 

The  ultimate  in  this  sort  of  provision  see.ms,  at  present,  to  be  the 
artificial  kidney.  This  is  the  name  given  to  the  dialysis  machines 
now  being  used  increasingly  in  hospitals,  and  in  patients  oi/n  homes 
for  the  treatment  of  chronic  kidney  failure.  The  hospitals  provide 
the  equipment  for  home  dialysis  (usually  twice  weekly)  and  the  local 
health  authority  pays  for  the  necessary  adaptations  to  the  house. 

How  far  this  development  will  go  would  seem  to  depend  on  the  extension 
of  facilities  for  kidney  transplants  and  Improving  the  success  rate 
for  these  operations.  But  there  are  .many  who  believe  that  sometliing 
is  clearly  out  of  balance  when  transplant  procedures  are  being 
increasingly  undertaken  in  tlie  affluent  societies  of  this  world 
whilst  the  others  - the  great  .majority  - are  poor,  hungry,  and  not 
even  receiving  minimal  medical  care, 

11.  UNSATISFACTORY  RIMILIES ; 

The  criteria  for  classification,  and  the  steps  taken  to  recognise  and 
deal  with  these  families  have  been  described  in  previous  reports;  So 
has  the  prevention  of  homelessness  by  the  early  warning  systems  and 
the  avoidance  of  evictions.  Our  C3.se  conferences  play  an  important 
part,  and  these  continue  to  be  held  at  Barnoldswick,  Skipton  and 
Settle  three. times  each  year.  Ninety-one  families  were  discussed, 
and  although  this  may  seem  a large  number  it  is  likely  tliat  our 
standa.rds  are  higher  than  those  in  London  and  tho  large  towns.  The 
aim  of  these  meetings  is  to  exchange  information  and  to  co-ordinate 
action,  particularly  where  there  is  chili  r'vg.lectj  And  they  are 
attended  by  all  concerned  with  ’ WelfaD’e  ^ in  it's  broadest  sense, 
including  housing,  probation,  and  children's  officers.  As  the 
average  gross  cost  of  children’s  homes  Js  now  £14.  5s,  6d,  per 
week  per  child  acco.mmodated  tl:ie  Impor'tance  of  preserving  the 
family  "unit,  both  from  financial  and  humanitOwrian  aspects,  will  be 
appreciated. 


12,  WELFARE  OF  THE  AGED; 


Most  aspects  of  Old  Ago  have  been  covered  in  recent  annual  reports, 
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but  no  excuse  is  needed  for  returning  to  the  subject  x^rhen  its  size 
and  perplexities  continue  to  increase.  At  its  simplest  it  means 
that  within  the  past  hundred  years  the  expectation  of  life  at  birth 
having  risen  from  40  to  50  at  the  beginning  of  this  century,  has 
risen  from  50  to  70  since  then.  One  in  eight  persons  are  now 
over  65  years,  and  as  the  ratio  of  retired  to  working  people 
increases  there  will  be  proportionately  fewer  persons  ca.pable  of 
looking  after  their  aged  kinj  and  for  a variety  of  socio-economic 
reasons  there  will  probably  be  fei/er  still  able  to  do  so  even  if 
they  wished,  ’Looking  after'  is  a loose  teirni,  but  it  should  be 
remembered  that  impaired  efficiency  and  impaired  health  is  the  lot 
of  the  majority  of  the  over-70' s:  and  may  progress  to  a denial  of 
any  benefit  there  may  be  in  a longer  life. 

There  are  other  factors  like  changing  patterns  of  life  at  different 
social  levels.  Jumps  from  artisan  to  professional  life  that  once 
took  three  or  more  generations  are  now  made  in  one.  The  chxange  of 
status  brings  a desire  for  better  standards  of  living,  of  housing, 
of  education.  The  young  mother  goes  out  to  work  to  get  them,  and 
cannot  give  the  continuous  attention  needed  by  an  elderly  dependant 
in  declining  years,  or  find  a substitute  to  give  it  for  her.  Besides, 
apart  from  staff  shortages,  money  will  not  buy  the  kind  of  care 
some  old  people  need.  It  is  more  difficult  to-day  for  young  people 
to  reconcile  what  are,  to  them,  the  essentials  in  their  homes  and 
lives  with  the  care  of  old  people;  and  the  surprising  tiling  is  so 
many  young  and  middle-aged  women  succeed  in  this  reconciliation, 
and  that  so  few  disown  their  responsibilities.  In  the  face  of 
relentless  political  propoganda  about  the  medical  and  social  Utopia 
vre  live  in,  young  couples  can  liardly  be  blamed  if  they  demand  for 
helpless,  incontinent  invalids  the  standards  of  nursing  care  they 
feel  necessary  but  can  so  seldom  provide  at  home. 

Perusal  of  the  Report  will  show  that  much  is  being  done  for  the  Aged 
in  the  provision  of  hanes,  wardens,  and  visitations  by  the  Welfare 
Department;  By  the  provision  of  bungalows  and  flatlets  by  the 
District  Councils;  By  the  provision  of  da.y  care,  hospital  beds  and 
consultants  by  the  Regional  Board  (not  forgetting  the  very  large 
number  of  old  people  in  mental  hospitals);  By  home  helps,  home  niurses, 
health  visitors  and  chiropodists  provided  by  the  Health  Authority, 

And,  thanks  to  the  National  Health  Service,  all  those  old  people 
Irnve  a family  doctor  they  can  call  in, 

A service  not  previously  mentioned  is  the  Advisory  Health  Centre 
where  elderly  people  can  have  a thorough  examination  by  a doctor. 

So  many  of  them  suffer  from  some  degree  of  lung  and  heart  trouble; 
urinary  and  alimentary  disturbances;  or  have  defects  of  hearing, 
sight  and  locomotion.  Many  have  worries  not  entirely  or  partially 
physical.  These  people  can  be  helped,  and  after  a good  deal  of 
preparation  we  are  now  in  a position  to  start  an  advisory  centre. 


13.  ^lURSING  HOMES; 

The  Cliristony  Home  at  Eshton  near  Gargravc  is  the  only  registered 
home  in  the  Division,  It  lias  accommodation  for  26  patients  but  does 
not  take  maternity  or  surgical  cases.  Periodical  inspections  are 
carried  out  under  the  Nursing  Homes  xlct,  1963.  There  are  three  local 
authority  and  two  pri^/ate  homes  for  the  Aged,  These  are  mentioned  in 
the  Divisional  Welfare  Officer ' s contribution  to  this  Report  and  are 
supervised  by  him. 
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14.  :iMBUL'iMCE  SERVICE; 


Ambulances  are  provided  at  the  follouing  points 


Sedbergh  Agency  Service,  Operated  by  St.  John's  Ambulance 

Tel;  Sedbergh  404  Brigade, 


County  Ambulance  Station, 
Cammock  Lane, 

Settle . 

Tel;  Settle  3194/5 


Covers  Settle  Rural  Districts, 
excl.  Nappa  but  incl,  Bolton--by~ 
Bowland  in  Bow  land  R,D, 


Clitheroe  Agency  Service, 
Tel;  Clitheroe  2454 


County  Ambulance  Station, 
Bank  Street, 

Barnoldswick, 

Tel;  Barnoldswick  3146 

Grassington  .agency  Service, 
Tel;  Grassington  346 


Co-unty  Ambulance  Station, 
Broughton  Road, 

Skipton. 

Tel;  Skipton  2273/4 

County  Ambulance  Station, 
Dalton  Lane, 

Keighley, 

Tel;  Bradford  682211/20 

Menston  /vmbulance  Station, 
Buckle  lane, 

Menston, 

Tel;  Bradford  682211/9 


Covers  all  parishes  in  Bowland  R.D. 
except  Paythorne,  Newsholme,  Horton, 
Middop  and  Bolton-by-Bowland, 

Covers  the  West  Craven  area,  Nappa 
in  Settle  R.D.  and  Paythorne, 
Newsholme , Horton  and  Middop  in 
Bowland  R.D, 

Operated  by  St,  John's  Ambulance 
Brigade  for  the  Upper  Wharfedale 
parishes. 

Covers  Skipton  U.D.  and  surrounding 
parishes  in  Skipton  R.D. 


Serves  Silsden  U.D,  and  those 
parishes  in  the  southern  part  of 
Skipton  R.D. 


Covers  Addingham  a.nd  Beams  ley  in 
Skipton  R.D. 


The  cover  given  is  that  in  general  use,  but  alterations  may  be  made 
depending  on  the  type  of  patient  (e,g,  out-patient,  emergency),  the 
dcstina.tion  of  the  patient,  and  inter-depot  co-ordination  of  calls. 

All  ambulances  are  fitted  with  radio  communication  equipnent  and 
when  out  on  journeys  may  be  contacted  through  a base  radio  transmitter 
which  is  connected  by  private  telephone  lines  to  Barnoldswick,  Settle 
and  Skipton  Ambulance  Stations,  This  principle  of  direct 
communication  between  a driver  and  his  /imbulance  Station  adds  greatly 
to  the  efficiency  of  the  ibnbulance  Service  in  that  he  can  be  directed 
from  place  to  place  without  having  to  return  to  his  Station,  thus 
saving  considerable  time  and  mileage.  It  is  invaluable  in  the  case 
of  major  incidents,  and  also  in  the  case  of  accidents  on  the  road,  as 
hospitals  can  be  warned  over  the  network  to  be  prepared  to  accept 
casualties.  This  latter  is  of  particular  benefit  to  the  seriously 
injured, 

A mobile  Mountain  Rescue  Unit  is  held  at  Settle  Arabulc.nce  Station 
for  use  in  the  more  remote  rural  districts  where  it  would  be 
impossible  to  send  a standard  ambulance.  This  vehicle  is  invaluable 
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in  periods  of  snow  to  remove  patients  from  remote  farmsteads.  It  is 
fitted  vrith  additional  special  radio  equipment  for  establishing  local 
communications  and  linlcing  to  the  main  radio  network  from  isolated 
major  incidents  or  pothole  rescues. 


15.  THE  SCHOOL  HEuLTH  SERVICE; 

(a)  ROUTINE  EmmATIONS ; 

There  are  82  Primary,  7 Secondary  and  3 Residential  Schools  in  the 
Division,  many  of  the  rural  schools  being  small.  In  recent  years 
about  two  thirds  of  our  children  have  been  e3<r,mined  routinely  on 
four  occasions  in  their  school  life,  whilst  one  third  have  load  a 
selective  examination  - i.e.  an  examination  based  on  a report  from 
the  parents,  and  advice  from  the  teacher  and  school  nurse.  In  an 
era  when  gross  defects  are  no  longer  common  this  examination  needs 
to  be  undertaken  for  less  than  half  the  children,  and  gives  more 
time  for  those  who  really  need  attention.  It  has  proved  a 
successful  scheme,  and  so  called  'selective  examinations*  are  now 
being  undertaken  throughout  the  Division,  after  a full  examination 
of  all  children  at  school  entry.  The  findings  at  these  examinations 
are  given  on  tables  (c),  (d)  and  (e ) which  follow,' 

(b)  CLINIC  ARRANGEMENTS ; 

There  are  no  separate  school  clinics  in  this  Division 5 children  are 
seen  at  child  welfare  clinics,  or  in  their  own  schools  or  homes  as 
circumstances  indicate. 

The  Clinics  for  children  with  defective  vision  are  held  in  8 places 
in  the  Division,  thus  saving  repeated  and  often  lengthy  journeys  to 
an  optician,  II3  clinics  were  held  during  the  year  at  which  843 
children  were  examined  or  re-examined  by  Dr.  Cooper, 

The  Child  Guidance  Clinic  has  been  held  on  Fridays  throughout  the 
year.  Dr.  Stoakley  and  latterly  Dr.  Jossop,  being  assisted  by 
Mr,  Mannix  (Educational  Psychologist)  and  Mrs,  Smith  (Psychiatric 
Social  Worker),  49  children  were  referred  to  the  clinic  during  the 
year;  and  a close  liaison  maintained  with  teachers,  employment 
officers,  general  practitioners;  and  child  care,  probation,  and 
mental  welfare  officers. 

Speech  Therapy  Clinics  continue  on  a part-time  basis  in  Slcipton  and 
Silsden,  But  Mrs,  Benstead  has  been  able  to  invito  pjarents  and 
children  from  more  distant  places  and  give  them  advice  and  guidance. 

The  successful  treatment  of  bedwetting  by  use  of  an  electric  alarm 
vns  described  in  last  year's  report.  It  has  continued  with’ 22 
electric  alaims  in  constant  use. 

Increasing  attention  is  also  being  given  to  hearing  in  childhood 
and  the  department  now  has  3 audiometers  for  use  by  the  school 
nurses  and  doctors  in  the  detection  of  deafness. 


(c)  PERIODIC  MEDICAL  INSPECTIONS: 
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(d)  OTHER  INSPECTIONS; 


Number  of  Special  Inspections: 
Number  of  Re -inspections: 


1,637 
16 


(e  ) RETURN  OF  DEFECTS  FOUND  BY  jvlEDICAL  IMSPBGTION  IN  TI-E  YEAR  ENDED 

31.12.68: 
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(b)  Other 

- 

19 

- 

1 

1 

1 

24 

4 

10 ! 

Psychological  - 

(a)  DevelopTient 

- 

5 

- 

4 

- 

10 

2 

31 

(b)  Stability 

3 

12 

1 

3 

- 

3 

4 

18 

4 

22 

Abdomen 

1 

- 

- 

- 

- 

1 

- 

- 

1 ! 

Other 

U 

34 

3 

7 

5 

.... 

27 

22 

68 

10 

66 

TOTAIE: 

193 

626 

24 

45 

107 

1206 

324 

877 

135 

I 

738  ! 

The  *T’  and  '0*  referred  to  above  are  children  who  were  either  referred  for 
treatment  for  a defect,  or  kept  under  observation*  The  special  inspections 
refer  to  either  'handicapped’  or  'observation’  pupils  who  are  seen  on  each 
occasion  a doctor  visits  their  school. 


(f ) HA.MDICAPPED  CHILDREN; 


A handicapped  child  has  been  defined  0-S  one  who  suffers  from  ’’any 
continuing  disability  of  body,  intellect,  or  personality  which  is 
likely  to  interfere  with  his  noiraal  growth,  development,  and 
capacity  to  learn".  Congenital  malformations  are  an  important 
cause  of  disabilities  and  handicaps  in  children,  and  therefore  a 
problem  of  growing  concern.  The  incidence  of  them  detected  at 
birth  is  about  15  per  1,000  total  births,  and  it  is  four  to  five 
times  higher  at  the  end  of  the  first  year  of  life.  About  20  per 
cent  of  these  malformations  can  be  attributed  to  genetic, 
chromosomal  or  environmental  cause  but  for  the  vast  majority  the 
reason  is  still  unknown.  The  problem  is  also  growing  though 
advances  in  Medicine  and  Surgery  are  saving  the  lives  of  cripples 
who  would  otherv/ise  have  died,  and  these  present  particular 
difficulties.  They  can  only  be  dealt  with  by  the  co-operation 
of  hospitals,  special  schools,  family  doctors,  education  authorities, 
and  the  staff  of  the  health  departmenti  For  the  finest  diagnostic 
and  treatment  facilities  are  of  little  use  to  the  handicapped  child 
or  to  his  parents  unless  the  appropriate  welfare  services  are 
always  readily  available  to  them. 

It  is  the  duty  of  the  Local  Education  Authority  to  ’ascertain’  these 
handicapped  children,  and  see  that  they  get  education  suited  to  their 
disabilities,  whether  it  be  day  school  or  boarding.  During  the  year 
the  following  children  were  ascertained;- 


Number : 


Category; 


1 

13 

17 


Maladjusted 
Physically  Handicapped 
Educationally  Sub-normal 


At  the  end  of  the  year  there  were  76  receiving  special  educational 
treatment  in  the  following  special  schools,  and  16  are  awaiting 
placement. 


EDUCATIONALLY  SUBNORMAL ; 


Baliol 
Braithwaite 
Royd  Edge 
Hilton  Grange 
Whinburn 
Sunnyfield 
Springfield 
Eden  Grove 
Spring  Hill 
Colne  Gibfield 
Gribden  House 


3 

20 

3 

1 

5 

2 

3 
1 
2 

4 
1 


PHYSICALLY  HANDICAPPED; 


Ire ton 

Ingle  borough  Hall 
Coney  Hill 
Netherside  Hall 
Wightwick  Hall 
Bethesda  Special  School 
Chantry 


1 

2 

1 

5 

1 

2 

1 


DEAF: 
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Yorkshire  School,  Doncaster  2 

Elmete  liall,  Leeds  4 

DEAF  AND  EDUCATIONALLY  SUB-MOBMAL: 

Bridge  House  School,  Harewood  1 

PARTIALLY  SIGHTED: 

VJest  of  England  1 

BLIND: 

Sheffield  School  1 

He ns haws  School  2 

Barclay,  Sunnyhill  1 

Royal  School,  Waver  ley  1 

i/IAIAD  JUSTED: 

Nortonthorpe  Hall  1 

St.  Peter's,  Horbury  1 

OTHERS : 

Sedgv/ick  House,  (Epileptic)  1 

Maghull  Epileptic  Colony  2 


(g)  SPECIAL  SCHOOLS: 

There  are  three  residential  special  schools  in  the  Craven  Division:- 

(a)  Netherside  Hall,  near  Grassington,  for  40  senior  physically 
handicapped  boys| 

(b)  Ingleborough  Hall,  Clapham,  for  50  junior  physically 
handicapped  boys  and  girls 5 

(c)  Baliol  School,  Sedbergh,  for  56  senior  educationally  sub- 
normal boys* 

The  medical  supervision  of  children  at  these  schools  is  undertaken 
hy  the  staff  of  the  Division* 

(h)  EMPLOYI'ENT  OF  SCHOOL  CHILDREN: 

The  employment  of  children  is  regulated  by  the  County  Council's 
byelaws,  and  include  a medical  examination,  12  children  i-rere 
examined  during  the  year* 

(i)  YOUTH  EMPLOllIElIT  SERVICE : 

All  school  leavers  were  e^cimined  during  the  year,  and  confidential 
reports  submitted  to  the  Youth  Employment  Officer  where  they  were 
indicated. 
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(J ) GLEANLIImESS  ; 

The  Health  Visitors/School  Nurses  undertake  the  examination  of 
children's  heads  for  infestation  with  vermin.  During  the  year 
10,971  examinations  vrere  made  and  328  children  found  to  require 
treatment.  Special  combs  and  head  lotions  are  available  x,rhen  the 
infestation  is  severe  or  persistent.  These  figures  are  regrettable. 
Unfortunately,  there  is  a 'hard  core'  of  cliildren  who  are  repeatedly 
infested,  and  many  othenm.se  clean  children  become  infested  through 
contact  with  them, 

(k)  DENTAL  SERVICE; 

The  Division  had  only  t\-ro  dental  officers  during  the  year,  but  a 
third  x>;ill  be  starting  early  in  1969,  and  a good  deal  of  orthodontic 
work  continues  to  be  undertaken  at  Skipton  by  officers  from  the 
Central  Clinic  at  VJakefield,  The  use  of  the  caravan  permits  treat- 
ment at  outlying  schools,  and  saves  parents  and  children  a lot  of 
travelling  to  National  Health  Service  dentists  in  the  larger  tovrns. 

Details  of  the  work  undertaken  are  as  followss- 


No,  of  children  inspected 

6,464 

No,  of  children  found  to  require 
treatment 

2,995 

No,  of  children  offered  treatment 

2,724 

No,  treated 

2,244 

No,  of  Attendances 

6,650 

No,  of  extractions; 

(a)  temporary  teeth 

1,333 

(b)  peimanent  teeth 

472 

No,  of  general  anaesthetics 

629 

No,  of  fillings; 

(a)  temporary  teeth 

939 

(b)  permanent  teeth 

5,599 

16.  '-ELFARE  FOODS  SERVICE; 

The  distribution  of  welfare  foods,  other  than  liquid  milk  is  the 
responsibility  of  the  local  health  authority. 

In  this  Division  they  are  available  at  the  Skipton  and  Settle  Health 
Offices,  at  ten  child  welfare  clinics,  and  through  fourteen  voluntary 
agencies  in  the  more  isolated  villages. 

The  amounts  distributed  were  1,092  tins  of  National  Dried  Milk,  1,03S 
bottles  of  Cod  Liver  Oil,  881  packets  of  Vitamin  tablets,  and  17,724 
bottles  of  Orange  Juice,  Sales  of  dried  milk,  vitaimins  and  cod  liver 
oil  show  further  falls.  In  general  there  has  been  a considerable 
reduction  in  sales  since  the  Welfare  Foods  (Amendment)  Orders  were 
introduced  on  1st  June,  1961,  Under  these'  Orders  vitamin  supplements 
are  sold  at  prices  which  cover  their  cost  to  the  Goverrjment,  for  the 
use  of  expectant  and  nursing  mothers,  children  up  to  the  age  of  five 
years  and  one  month,  and  handicapped  children.  The  costs  at  present 
are 

Cod  Liver  Oil  l/-  for  a 6 oz,  bottle. 

Vitamin  A & D Tablets  6d,  a packet  of  45 

Concentrated  Orange  Juice  l/6d.  a 6 oz,  bottle. 


Liquid  milk  continues  to  be  available  at  the  special  welfare  price  of 
4d.  per  pint,  and  National  Dried  Milk  at  2/4d  per  tin  as  an  alternative, 

liSDIGAL  EXAMIMTIONS; 

Particulars  of  examinations  performed  by  the  Divisional  Medical  Staff 
during  the  year:- 


For  entry  to  Superannuation  Scheme ; 


30 


Entrants  to  Training  Colleges: 


105 


Teachers: 


9 


Others : 


97 


Total: 


241 


0 

0 

0 

0 


U9. 
SECTION  G 


STAFF 

(as  at  31st  December, 

1968) 

(indicates  services  shared  with  other  Divisions), 

MEDICAL,  DENTAL  AND  ANCILLARY; 

M,  Hunter,  M.B.E.,  M.D, , D.P.H, 

ft 

Divisional  Medical 
Officer  and  Medical 
Officer  of  Health, 

H.M.  Dean,  M.B,,  Ch.B. , D.P.H, 

) 

Senior  Departmental 

S,  Jossop,  M.B.,  Ch,B. , D.P.H, 

) 

Medical  Officers  and 

Deputy  Medical  Officers 
of  Health, 

G.H.  Cooper,  M,B.,  Ch.B., 

Senior  Departmental 
Medical  Officer 

(Clinical) , 

M.A,  Anderson,  M.B.,Ch.B. 

) 

Clinic  Medical 

E.B,  Dowell,  M.B, , Ch.B. 

) 

Officers  v/orking 

M.A,  Hunter,  M.B.,  B.Ch. 

) 

on  a sessional 

D,  Redpath,  L.M.S.S.A, 

) 

basis. 

K,  Smith,  B.A,  (Admin.  ) , A.P.S.l 

Psychiatric  Social 

A.I.H.A, 

Worker, 

J.B.  Mannix,  M.D.,  Dip.Ed. Psych, 

Psychologist, 

R,  Spencer,  M.C.S.P. 

Physiotherapist, 

G.A.  Thompson,  B.Ch.D,,  L.D.S. 

Senior  Clinical 

Dental  Officer, 

D.H,  Hoyle,  B.Ch.D.,  L.D.S. 

) 

School  Dental 

E,  Lowry,  B.D.S. 

) 

Officers, 

PUBLIC  HEALTH  INSPECTORS; 

J.S,  Brexirer,  M.S.I.A, 

BarnoldsX';ick  U.D, 

M,  Hodgson,  (Pupil) 

-do- 

R.R,  Overend,  M.A.P.H.I. 

Bow land  R.D. 

A.F.G.  Holmes,  M.R.S.H.,  M.A.P 

.H.I. 

Earby  U.D. 

F.J.  Inwson,  M.S.I.A, 

Sedbergh  R.,D. 

N.  Firth,  M.A.P.H.I. 

Settle  R.D, 

F.  vSmith,  M.A.P.H.I. 

-do- 

N.  Mihchell,  M.S.I.A., 

Silsden  U.D. 

F.R.  Hudson,  M.A.P.H.I, 

-do- 
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PUBLIC  HEALTH  INSPECTORS  (Contd.); 

E.  Hargreaves,  A.R.S.H, , M.A.P.K.I. 

H,  Crabtree,  M.A.P.H.I,,  A.M,  Inst,  P.C, 
S.A.  Todd,  (Pupil). 

A, W.  Craven,  M.R.S.H.  , M.A.P.H.I., 

A.M.  Inst.  P.C. 

G.E.  Haigh,  D.P.A.  (Leeds).,  M.A.P.H.I. 
D.S.  Millis,  M.A.P.H.I. 

B. S.  Shuttlei-;orth,  (Pupil), 

(iii)  NURSING  STAFF; 

(a)  Divisional  Nursing  Officer 


Skipton  U.D. 
-do~ 

-do- 


Sklpton  R.D. 

-do- 

-do- 

-do- 


Miss  F,  Stevenson,  S.R.N. , R.S.C.N. , C.M.B. (Part  l)  Q.I.D.N.S.,  H.V. 
(b ) Health  Visitor/School  Nurse/Tuberculosis  Visitors 


Miss 

M.E.  Alderton 

S.R.N. , 

S.C.M. , 

H.V. 

Miss 

M,  Bracev/ell 

S.R.N. , 

S.C.M., 

Q.I.D.N.S.,  H.V. 

Miss 

B . Brown 

S.R.N. , 

S.C.M. , 

Q.I.D.N.S.,  H.V. 

Miss 

P.J.  Crompton 

S.R.N, , 

R.S.C.N. 

, S.C.M.,  Q.I.D.N.S.,  H.V. 

Miss 

M.E.  Crowther 

S.R.N. , 

S.C.M.  , 

H.V. 

Miss 

I.  Fell 

S.R.N. , 

S.C.M., 

Q.I.D.N.S.,  H.V. 

Miss 

A,  Lambert 

S.R.N.  , 

C.M.B. (Part  l),  B.T.A. , H.V. 

Miss 

C.F.M.  McKnight 

S.R.N, , 

S.C.M., 

Q.I.D.N.S.,  H.V. 

Mrs. 

S.M.  Midgley 

S.R.N, , 

S.C.M. , 

H.V. 

Miss 

K.M.  Pritchard 

S.R.N. , 

S . C . M. , 

Q.I.D.N.S.,  H.V. 

Miss 

M.  Wilson 

S.R.N, , 

S.C.M., 

Q.I.D.N.S.,  H.V. 

Miss 

D.E.  Wratiiall 

S.R.N. , 

S.C.M., 

Q.I.D.N.S.,  O.N.C.,  H.V. 

Miss 

B.  Wright 

S.R.N., 

S.C.M., 

H.V.  . , 

Mrs. 

G.C.  Worsley 

S.R.N. , 

S.C.M. , 

H.V. 

Miss 

J,  Watson 

S.R.N. , 

S.C.M., 

H.V. 

Assistant  Health  Visitors 

(Part-time ) 

Mrs. 

A.  Hill 

S.R.N. , 

S.C.M. 

Mrs. 

A,  Liramer 

S.R.N. 

Mrs. 

I.G.  Rosco'.'j 

S.R.N. 

Mrs, 

S.  Shuttleworth 

S.R.N., 

S.C.M,, 

H.V. 

Mrs. 

E.E.  Stott 

S.R.N., 

S . C .M. , 

H.V. 

Mrs. 

W.N.  Sugden 

S.R.N. 

lirs. 

M,  Watkinson 

S.R.N. 

Home 

Nuxses 

Mrs. 

H.  Clay 

S.R.N. , 

Q.  I, D.N. 

S.  . . 

Mrs. 

E,  Gannon 

S.R.N.  , 

S.C.M. , 

Q.I.D.N.S. 

Mrs. 

D.  Harrios 

S.R.N.  , 

N.C.D.N. 

Mrs. 

L.  Lauder 

S.R.N.  , 

R.S.C.N. 

. , 0. 1 .D. N. S . 

Mrs. 

M.  Parkinson 

S.R.N. , 

Q.I.D.N. 

S. 

Mrs . 

’-WE.  Smith 

S.E.N. 

Mrs. 

V/.M.  Sykes 

S.R.N. , 

S.C.M. , 

Q.I.D.N.S. 
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(e ) Home  Nurse/Midwives 


Miss 

J.B.  Baldry 

S.R.N., 

S.C.M. , 

Q . X.  D.  N.S 

Mrs, 

F,  Bleazard 

S.R.N. , 

• S.C.M.  . 

Mrs. 

P.M.E.  Bunnett 

S .R.N . , 

S.C.M.  ^ 

Miss 

E.M.  Butler 

S.R.N.  , 

S.C.M.  , 

Q.I.D.N.S 

Miss 

J,  Dav/son 

■S.R.N., 

S.C.M., 

Q.I.D.N.S 

Miss 

D.G.  Dewrance 

S.R.N. , 

S.C.M. , 

0.1. D. N.S 

l'h:s. 

M»  Monck  Mason 

S.R.N. , 

S.C.M. 

Mrs, 

S,  Pridmore 

S.R.N.  , 

S.C.M. 

Miss 

B,  Shackleton 

S.R.N, , 

b .C  ,M, , 

Q.I.D.N.S 

Mrs, 

M.  Spedding 

S.R.N. , 

S.C.M. , 

Q.I.D.N.S 

Miss 

R.P,  Taylor 

S . R .N . , 

S.C.M. 

Mrs , 

F.  Tillotson 

tD , R.  N • , 

S.C.M. 

Miss 

A,  West 

S.R.N, , 

S.C.M. 

Home 

Nurses  (Part-time) 

Mrs , 

J.  Doyle 

S.R.N. 

Mrs, 

D.M,  Smith 

S.R.N. 

Midwife 

lirs , 

M.A.  Hunt 

S.R.N., 

S.C.M. 

(h)  Other  Staff 

Mental  Health  Service 

Skipton  Training  Centre 

• I'lrs.  R,  C.  Wade 
Mr,  M,  Dey 
Mrs.  H.S.  Pederson 
Mrs.  K.M,  Percival 
Mrs,  E.A.  Read 
Miss  M.  Thompson 
Miss  D.G.  Roberts 


R.M.P.A.,  R.M.N.S. 


R.M.P.A. 

N.A.M.H. 


Senior  Mental  Welfare  Officer 

^ Mrs.  M.M.  de  la  Cour 
Mental  Welfare  Officers 


R.M.N.S. 

R. M.N, , S.R.N. 

S. E.N. 


Mr,  D,  Corbett 
Mr,  L,  Kearney 
Mr,  J.Bo  Parr 
Mrs,  E.M.  Ridsdale 

Speech  Therapist 

0 Mrs,  C,  Benstead  L.C.S.T. 

Venereal  Diseases  Social  Worker 


0 Mrs,  S.E.  Macdonald 


S.R.N. , S.G.M.,  H.V. 


Home  Helps 
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Full-time 

None 

Part-time 

202 

Other  Domestic  Staff 

13 

Administrative  and  Clerical  Staff 

Mr,  K,A,  Knowles  (Chief  Clerk) 
Mrs.  B.  Baker 
Mr,  R,  Bentley 
Mrs,  D,  Birch 
Mrs,  J,  Dale 
Mrs,  W.  Harrison 
Mr,  B,  Liind 
Miss  B,  Mee 
Miss  B,  Nowell 
Mrs,  L.F,  Simpson 
liiss  B,  Wood 

Mrs.  E,  Branston 
Mrs.  V.M.  Cooban 
Mrs.  N,  Dodd 
Mrs,  B.M.  Eastwood 
Mrs,  J,  Knowles 
Mrs.  D,  Lund 
Mrs,  B,  Riley 


) 

) 

) 

) Part-time 
) 

) 

) 


Ten  members  of  the  staff  attended  courses  at  Grantley  Hall,  the 
I'fest  Riding  College  near  Ripon,  Five  midwives  attended  a week’s 
refresher  course  in  conformity  with  the  regulations  of  the  Central 
Midwives  Board,  One  officer  attended  a three  weeks  course  in 
Leeds  organised  by  the  National  Association  for  Mental  Health; 
and  one  doctor  attended  a course  at  the  Manchester  University 
Department  of  Audiology.  Two  health  visitors  attended 
refresher  courses,  in  Nottingham  and  Cambridge,  Most  of  the 
staff  undertaking  domiciliary  mid\^^.fery  had  a week’s  in-  service 
training  either  at  Cawder  Ghyll  or  St.  John’s  Hospitals,  This 
was  in  the  nature  of  a refresher  course  for  those  midwives  who 
now  have  few  confinements  on  their  districts,  and  helped  the 
liaison  between  our  staff  and  the  hospitals,  which  is  important 
when  patients  are  being  discharged  within  48  hours  of  delivery. 

We  have  assisted  in  the  training  of  student  district  nurses  and 
health  visitors;  and  continued  the  in-service  training  of 
mental  welfare  officers.  Various  talks  have  been  given  and 
exhibitions  organised,  with  a particular  effort  in  May  during 
Mental  Health  Week,  Two  meetings  were  held  at  Netherside  Hall 
School,  one  for  County  medical  staff,  the  other  for  our  own 
staff.  The  theme  on  both  occasions  was  "The  Handicapped  Child". 
This  was  also  the  subject  of  a survey  undertaken  here,  and  in 
two  other  Divisions,  by  the  Department  of  Education  and  Science, 
Talks  - on  the  Health  and  related  Services  - have  been  given  to 
a considerable  number  of  womens  and  youth  organisations. 
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i>y(¥X>*^2t'4isy  odT-'  azvw  ii.io2cnooo  ridod  no  ^fiu-dd  odT  .Yieda 
■ ’ Ai'  hnr  IS t^ed'isbna  ^ 1(>  doaldim  u.»d  oaXa  exsw  'aid? 

.oon&loc:  b;iii  ncldnoubS  ^swv^^aqqG  and  yd  ^anoialvKI  laxldo  cyd 
-J  i; //i‘'i  nnod  fATi  d - bodjCiXei  bat  aiiaatl  ©ni  no  - cx-ir^r 

♦ anoidnaAao^^'iw  dduoy  bar.  anotiov  Xo  'lodflcn  oldzryjblainoo  o 


/ 


r- 


■J 


't: 


? 

i 


t 


